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Preface 


Each of the volumes of the Chemical Engineering Series includes numerical examples to 
illustrate the application of the theory presented in the text. In addition, at the end of each 
volume, there is a selection of problems which the reader is invited to solve in order to 
consolidate his (or her) understanding of the principles and to gain a better appreciation 
of the order of magnitude of the quantities involved. 

Many readers who do not have ready access to assistance have expressed the desire for 
solutions manuals to be available. This book, which is a successor to the old Volume 4, 
is an attempt to satisfy this demand as far as the problems in Volume 1 are concerned. 
It should be appreciated that most engineering problems do not have unique solutions, 
and they can also often be solved using a variety of different approaches. If therefore the 
reader arrives at a different answer from that in the book, it does not necessarily mean 
that it is wrong. 

This edition of the solutions manual relates to the sixth edition of Volume 1 and incor- 
porates many new problems. There may therefore be some mismatch with earlier editions 
and, as the volumes are being continually revised, they can easily get out-of-step with 
each other. 

None of the authors claims to be infallible, and it is inevitable that errors will occur 
from time to time. These will become apparent to readers who use the book. We have 
been very grateful in the past to those who have pointed out mistakes which have then 
been corrected in later editions. It is hoped that the present generation of readers will 
prove to be equally helpful! 


J. F. R. 


SECTION 1 


Units and Dimensions 


PROBLEM 1.1 


98% sulphuric acid of viscosity 0.025 N s/m? and density 1840 kg/m? is pumped at 
685 cm?/s through a 25 mm line. Calculate the value of the Reynolds number. 


Solution 


Cross-sectional area of line = (77/4)0.025* = 0.00049 m°. 
Mean velocity of acid, u = (685 x 10~°)/0.00049 = 1.398 m/s. 
.. Reynolds number, Re = dup/w = (0.025 x 1.398 x 1840)/0.025 = 2572 


PROBLEM 1.2 


Compare the costs of electricity at 1 p per kWh and gas at 15 p per therm. 


Solution 


Each cost is calculated in p/MJ. 
1 kWh = 1 kW x 1 h = (1000 J/s)(3600 s) = 3,600,000 J or 3.6 MJ 


1 therm = 105.5 MJ 
.. cost of electricity = 1 p/3.6 MJ or (1/3.6) = 0.28 p/MJ 


cost of gas = 15 p/105.5 MJ or (15/105.5) = 0.14 p/MJ 


PROBLEM 1.3 


A boiler plant raises 5.2 kg/s of steam at 1825 kN/m? pressure, using coal of calorific 
value 27.2 MJ/kg. If the boiler efficiency is 75%, how much coal is consumed per day? 
If the steam is used to generate electricity, what is the power generation in kilowatts 
assuming a 20% conversion efficiency of the turbines and generators? 
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Solution 


From the steam tables, in Appendix A2, Volume 1, total enthalpy of steam at 1825 kN/m? = 
2798 kJ/kg. 


enthalpy of steam = (5.2 x 2798) = 14,550 kW 


Neglecting the enthalpy of the feed water, this must be derived from the coal. With an 
efficiency of 75%, the heat provided by the coal = (14,550 x 100)/75 = 19,400 kW. 
For a calorific value of 27,200 kJ/kg, rate of coal consumption = (19,400/27,200) 
= 0.713 kg/s 


or: (0.713 x 3600 x 24)/1000 = 61.6 Mg/day 


20% of the enthalpy in the steam is converted to power or: 


(14,550 x 20)/100 = 2910 kW or 2.91 MW say 3 M 


PROBLEM 1.4 


The power required by an agitator in a tank is a function of the following four variables: 


(a) diameter of impeller, 

(b) number of rotations of the impeller per unit time, 
(c) viscosity of liquid, 

(d) density of liquid. 


From a dimensional analysis, obtain a relation between the power and the four variables. 

The power consumption is found, experimentally, to be proportional to the square of 
the speed of rotation. By what factor would the power be expected to increase if the 
impeller diameter were doubled? 


Solution 


If the power P = (DN pu), then a typical form of the function is P = kD“N? o° uf, where 
k is a constant. The dimensions of each parameter in terms of M, L, and T are: power, 
P = ML27/T?°, density, 0 = M/L?, diameter, D = L, viscosity, u = M/LT, and speed of 
rotation, N = T7! 

Equating dimensions: 

M: l=c+d 

L: 2=a-—3c-—d 

T:-3=-—b-d 


Solving in terms of d : a= (5 — 2d), b = (3 — d), c = (1 — d) 


DN? p } 
or: P/D°N?p = k(D*Np/p)~4 
that is: Np = k Re” 
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Thus the power number is a function of the Reynolds number to the power m. In 
fact Np is also a function of the Froude number, DN*/g. The previous equation may be 
written as: 


P/D°N? p = k(D?°N p/u)” 
Experimentally: P x N? 
From the equation, P œ N”N?, that is m + 3 = 2 and m = —1 
Thus for the same fluid, that is the same viscosity and density: 

(P2/P1)(D}N{/D3N3) = (D{N1/D3N2) | or: (P2/P1) = (N3D3)/(N{D}) 
In this case, Nı = N2 and Dz = 2D). 
(P2/P1) = 8D}/D} = 8 

A similar solution may be obtained using the Recurring Set method as follows: 


P=9(D,N, p, n), f(P,D,N, p, 4) =0 


Using M, L and T as fundamentals, there are five variables and three fundamentals 
and therefore by Buckingham’s z theorem, there will be two dimensionless groups. 
Choosing D, N and p as the recurring set, dimensionally: 


D=L L=D 
N=T"! | Thus: [ten 





p = ML? M = pL} = pD? 
P 
First , 7, is P(ML?’T Y! = P(0D DN?! = —— 
irst group, 71, is P( ) (p. ) ZDN? 
Second group, 72, is (ML !T!) ~! = u(oD?D7'N)! = as 
pD2N 


P u 
Thus: f| ——, —— ] =0 
pD°N?" pD?N 


Although there is little to be gained by using this method for simple problems, there is 
considerable advantage when a large number of groups is involved. 


PROBLEM 1.5 


It is found experimentally that the terminal settling velocity uo of a spherical particle in 
a fluid is a function of the following quantities: 


particle diameter, d; buoyant weight of particle (weight of particle — weight of displaced 
fluid), W; fluid density, p, and fluid viscosity, jw. 


Obtain a relationship for uo using dimensional analysis. 
Stokes established, from theoretical considerations, that for small particles which settle 
at very low velocities, the settling velocity is independent of the density of the fluid 
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except in so far as this affects the buoyancy. Show that the settling velocity must then be 
inversely proportional to the viscosity of the fluid. 


Solution 

If: uy = kd“W" p° uf, then working in dimensions of M, L and T: 
(L/T) = k(L4(ML/T*)’(M/L*)°(M/LT)*) 

Equating dimensions: 


M: O0=b+c+d 
L: l=a+b—3c-—d 
T:-1=-2b-d 
Solving in terms of b: 
a= —1,c = (b — 1), and d = (1 — 2b) 
uo = k(1/d)(W")(p?/p)(u/”) where k is a constant, 
or: uo = k(u/dp)(Wp/p)” 


Rearranging: 
(duop/u) = kW p/u} 


where (Wp/u?) is a function of a form of the Reynolds number. 


For uo to be independent of p, b must equal unity and up = kW /du 


Thus, for constant diameter and hence buoyant weight, the settling velocity is inversely 
proportional to the fluid viscosity. 


PROBLEM 1.6 


A drop of liquid spreads over a horizontal surface. What are the factors which will 
influence: 


(a) the rate at which the liquid spreads, and 
(b) the final shape of the drop? 


Obtain dimensionless groups involving the physical variables in the two cases. 


Solution 


(a) The rate at which a drop spreads, say R m/s, will be influenced by: viscosity of the 
liquid, u; volume of the drop, V expressed in terms of d, the drop diameter; density of 
the liquid, p; acceleration due to gravity, g and possibly, surface tension of the liquid, 
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o. In this event: R = f(u, d, p, g, 0). The dimensions of each variable are: R = L/T, 
u =M/LT, d = L, p = M/L?, g = L/T’, and o = M/T’. There are 6 variables and 3 
fundamentals and hence (6 — 3) = 3 dimensionless groups. Taking as the recurring set, 
d, p and g, then: 


d=L, L=d 
p= M/L? o M= pL? = pd? 
g=L/T? T? =L/g = d/g and T = d°5/g°5 


Thus, dimensionless group 1: RT/L = Rd°>/dg®> = R/(dg)?5 
dimensionless group 2: uLT/M = pd(d°)/(g°° pd?) = u/ (85 pd!) 
dimensionless group 3: oT?/M = od / (gpd?) = o/(gpd") 


Ripe at EE L] 
Hae = t (aA a 
Or: — = f| ——_, — 

dg gpd? gpd? 


(b) The final shape of the drop as indicated by its diameter, d, may be obtained by 
using the argument in (a) and putting R = 0. An alternative approach is to assume the 
final shape of the drop, that is the final diameter attained when the force due to surface 
tension is equal to that attributable to gravitational force. The variables involved here will 
be: volume of the drop, V; density of the liquid, p; acceleration due to gravity, g, and the 
surface tension of the liquid, ø. In this case: d = f (V, p, g, o). The dimensions of each 
variable are: d = L, V = L’, p = M/L?, g = L/T?, o = M/T°. There are 5 variables 
and 3 fundamentals and hence (5 — 3) = 2 dimensionless groups. Taking, as before, d, p 
and g as the recurring set, then: 


d=L, L=d 

e=M/L? ..M = pL} = pd? 

g=L/T? T? =L/g = d/g and T = d®>/g° 
Dimensionless group 1: V/L? = V/d? 
Dimensionless group 2: oT?/M = od/(gpd*) = o/(gpd’) 


and hence: (a?7/V) =f (=) 
gpd? 


PROBLEM 1.7 


Liquid is flowing at a volumetric flowrate of Q per unit width down a vertical surface. 
Obtain from dimensional analysis the form of the relationship between flowrate and film 
thickness. If the flow is streamline, show that the volumetric flowrate is directly propor- 
tional to the density of the liquid. 
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Solution 


The flowrate, Q, will be a function of the fluid density, o, and viscosity, u, the film 
thickness, d, and the acceleration due to gravity, g, 


or: Q = f(p,g,u,d), or: Q = Kog’ ud? where K is a constant. 


The dimensions of each variable are: Q = L?/T, p = M/L?, g = L/T?, u = M/LT 
and d = L. 
Equating dimensions: 


M: O=a+c 
L: 2=-3a+b—c+d 
T:-1=-—2b-c 





from which, c = 1 — 2b, a = —c = 2b — 1, and d = 2 +3a— b+c 
=2+6b—3-—b+1-—2b = 3b 


O = K (0%! g u-d”) 


or: Qp = K(@ gd? /u’) and Q œ u!™”. 
u 


For streamline flow, Q « u~! 


and: -l=1-2bandb=1 
Qp/u = K(p’gd?/”), Q = K(pgd*/) 
and: Q is directly proportional to the density, o 


PROBLEM 1.8 


Obtain, by dimensional analysis, a functional relationship for the heat transfer coefficient 
for forced convection at the inner wall of an annulus through which a cooling liquid is 
flowing. 


Solution 


Taking the heat transfer coefficient, h, as a function of the fluid velocity, density, viscosity, 
specific heat and thermal conductivity, u, p, 4, Cp and k, respectively, and of the inside 
and outside diameters of the annulus, d; and do respectively, then: 


h = f(u, di, do, P, H, Cp, k) 


The dimensions of each variable are: h = H/L?T9, u = L/T, d; = L, dọ = L, p = M/L’, 
u = M/LT, C, = H/M9, k = H/LT9. There are 8 variables and 5 fundamental dimen- 
sions and hence there will be (8 — 5) = 3 groups. H and 0 always appear however as 
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the group H/@ and in effect the fundamental dimensions are 4 (M, L, T and H/@) and 
there will be (8 — 4) = 4 groups. For the recurring set, the variables d;, u, k and p will 
be chosen. Thus: 


d; = L, L = di 
p =M/L? M = pL? = pd} 
u =M/LT, T = M/Lu = pd} /diu = pd? /u 


k = (H/0)/LT, (H/0) = kLT = kdjpd?/u = kod? /u 


Dimensionless group 1: AL?T/(H/®) = hd? pd? /u(kpd} / jw) = hd;/k 
Dimensionless group 2: uT/L = upd? /udi = diup/u 
Dimensionless group 3: do/L = do/d; 
Dimensionless group 4: C,M/(H/®) = C,pd3/k(pd}/) = Cpu /k 
hd;/k = {(djup/u, Cpu/k, do/d;) which is a form of equation 9.94. 


PROBLEM 1.9 


Obtain by dimensional analysis a functional relationship for the wall heat transfer coef- 
ficient for a fluid flowing through a straight pipe of circular cross-section. Assume that 
the effects of natural convection may be neglected in comparison with those of forced 
convection. 

It is found by experiment that, when the flow is turbulent, increasing the flowrate by a 
factor of 2 always results in a 50% increase in the coefficient. How would a 50% increase 
in density of the fluid be expected to affect the coefficient, all other variables remaining 
constant? 


Solution 


For heat transfer for a fluid flowing through a circular pipe, the dimensional analysis is 
detailed in Section 9.4.2 and, for forced convection, the heat transfer coefficient at the 
wall is given by equations 9.64 and 9.58 which may be written as: 


hd/k = f (dup/u, Cpu/k) 
or: hd/k = K(dup/ un)" (Cpu /kKy" 
h/h; = (m/w )". 
Increasing the flowrate by a factor of 2 results in a 50% increase in the coefficient, or: 
1.5 = 2.0” and n = (ln 1.5/ 1n 2.0) = 0.585. 
Also: hz/hı = (p2/p1) 


When (93/1) = 1.50, h2 /hy = (1.50)0585 = 1.27 and the coefficient is increased by 27% 
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PROBLEM 1.10 


A stream of droplets of liquid is formed rapidly at an orifice submerged in a second, 
immiscible liquid. What physical properties would be expected to influence the mean size 
of droplet formed? Using dimensional analysis obtain a functional relation between the 
variables. 


Solution 


The mean droplet size, dp, will be influenced by: diameter of the orifice, d; velocity of 
the liquid, u; interfacial tension, 0; viscosity of the dispersed phase, u; density of the 
dispersed phase, og; density of the continuous phase, pc, and acceleration due to gravity, 
g. It would also be acceptable to use the term (pa — pc)g to take account of gravitational 
forces and there may be some justification in also taking into account the viscosity of the 
continuous phase. 


On this basis: dp = f(d, u, ©, U, Pas Pcs 8) 


The dimensions of each variable are: dp = L, d = L, u = L/T, o = M/T?, u =M/LT, 
pa = M/L?, pe = M/L?, and g = L/T?. There are 7 variables and hence with 3 funda- 
mental dimensions, there will be (7 — 3) = 4 dimensionless groups. The variables d, u 
and o will be chosen as the recurring set and hence: 


d=L, L=d 
r= Teue 
o=M/T2, M =oT? = odj 
Thus, dimensionless group 1: uLT/M = ud(d/u)/ (od? /u?) = pufo 
dimensionless group 2: paL?/M = pad? / (od? /u?) = padu? /o 
dimensionless group 3: pcL?/M = ped? / (od? /u?) = pedu? /o 
dimensionless group 4: gT? /L = g(d?/u’)/d = gd /u? 
and the function becomes: d, = f(uu/o, padu? /0, pedu? /0, gd /u°) 


PROBLEM 1.11 


Liquid flows under steady-state conditions along an open channel of fixed inclination to 
the horizontal. On what factors will the depth of liquid in the channel depend? Obtain a 
relationship between the variables using dimensional analysis. 


Solution 


The depth of liquid, d, will probably depend on: density and viscosity of the liquid, p 
and u; acceleration due to gravity, g; volumetric flowrate per unit width of channel, Q, 
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and the angle of inclination, 0, 


or: d = f(p, u, 8, Q, 0) 


Excluding 0 at this stage, there are 5 variables and with 3 fundamental dimensions there 
will be (5 — 3) = 2 dimensionless groups. The dimensions of each variable are: d = L, 
p = M/L?, u = M/LT, g = L/T’, Q = L?/T, and, choosing Q, p and g as the recurring 
set, then: 


Q=L’?/T T=L’/Q 
g=L/T? L= eT’ = gLt/Q°, L? = Q?/g,L = QP /g'” 
and T = 04/3 /Qg2/3 = Q3 Jg?’ 
p=M/L? M = Lp = (Q’/g)p = Q’ p/8 
Thus, dimensionless group 1: d/L = dg! /Q?P or d3g/Q? 


dimensionless group 2: wLT/M = u(Q7?/g')(Q'?/g7°)/O" pg = u/Qp 
and the function becomes: d*g/Q? = f(u/Qp, 0) 


PROBLEM 1.12 


Liquid flows down an inclined surface as a film. On what variables will the thickness of 
the liquid film depend? Obtain the relevant dimensionless groups. It may be assumed that 
the surface is sufficiently wide for edge effects to be negligible. 


Solution 


This is essentially the same as Problem 1.11, though here the approach used is that of 
equating indices. 


If, as before: d = K(p", u’, 8°, OW, 0°) 


then, excluding 0 at this stage, the dimensions of each variable are: d = L, p = M/L’, 
p= M/LT, g = L/T?, Q = L?/T. 
Equating dimensions: 


M:0=a+b (i) 
L:l=-3a—b+e+2d (ii) 
T:0=-b-2x-d (ii) 


Solving in terms of b and c then: 

from (i) a = —b 

from (iii) d = —b — 2c 

and in (ii) 1=3b—b+c—2b—4c or: c = —1/3 ». d=2/3—b 
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Thus: d= K(p? . uł A gles : Q232) 
dg? /Q?? = K(u/ pQ) 
and: d>g/Q* = K(u/pQ)’(0)* as before. 


PROBLEM 1.13 


A glass particle settles under the action of gravity in a liquid. Upon what variables 
would the terminal velocity of the particle be expected to depend? Obtain a relevant 
dimensionless grouping of the variables. The falling velocity is found to be proportional 
to the square of the particle diameter when other variables are kept constant. What will 
be the effect of doubling the viscosity of the liquid? What does this suggest regarding the 
nature of the flow? 


Solution 


See Volume 1, Example 1.3 


PROBLEM 1.14 


Heat is transferred from condensing steam to a vertical surface and the resistance to heat 
transfer is attributable to the thermal resistance of the condensate layer on the surface. 

What variables are expected to affect the film thickness at a point? 

Obtain the relevant dimensionless groups. 

For streamline flow it is found that the film thickness is proportional to the one third 
power of the volumetric flowrate per unit width. Show that the heat transfer coefficient 
is expected to be inversely proportional to the one third power of viscosity. 


Solution 


For a film of liquid flowing down a vertical surface, the variables influencing the film 
thickness ô, include: viscosity of the liquid (water), u; density of the liquid, p; the flow per 
unit width of surface, Q, and the acceleration due to gravity, g. Thus: 6 = f(u, p, Q, g). 
The dimensions of each variable are: ô = L, u = M/LT, p = M/L?, Q = L”/T, and g = 
L IT. Thus, with 5 variables and 3 fundamental dimensions, (5 — 3) = 2 dimensionless 
groups are expected. Taking u, p and g as the recurring set, then: 


u =M/LT, M=ypLT 
p=M/L*7, M= Ø? <. pL? = uLT, T= pL?/u 
8 =L/T = pPL/PL* = p/P? +. L? = p? /og and L = p77 /(p?g'*) 
T = pou / P8. /u = uh.) 
and: M = u (w / P8 P UP /(p'/? 97?) = uo) 
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Thus, dimensionless group 1: T/L? = Q(u'/3/(p'3g7/7))/(u49 /(p4/387/3)) = p/u 
dimensionless group 2: 6L = ôu?’ / (pP g!) or, cubing = 5° p? g/u? 


and: (5° p°g/u?) = f(Qp/) 
This may be written as: (8 g/ u?) = K(Op/p)" 


For streamline flow, 5 x Q! or n = 1 


and hence: (8° p°g/u") = KQp/u, & = KQu/(pg) and 5 = (KQu/ pg)’ 


As the resistance to heat transfer is attributable to the thermal resistance of the conden- 
sate layer which in turn is a function of the film thickness, then: h œ k/ô where k is the 
thermal conductivity of the film and since 6 « u!⁄3, h œ k/u!’, that is the coefficient is 
inversely proportional to the one third power of the liquid viscosity. 


PROBLEM 1.15 


A spherical particle settles in a liquid contained in a narrow vessel. Upon what variables 
would you expect the falling velocity of the particle to depend? Obtain the relevant 
dimensionless groups. 

For particles of a given density settling in a vessel of large diameter, the settling velocity 
is found to be inversely proportional to the viscosity of the liquid. How would this depend 
on particle size? 


Solution 


This problem is very similar to Problem 1.13, although, in this case, the liquid through 
which the particle settles is contained in a narrow vessel. This introduces another variable, 
D, the vessel diameter and hence the settling velocity of the particle is given by: u = 
Ff (d, p, u, D, ps, g). The dimensions of each variable are: u = L/T, d = L, p = M/L’, 
u =M/LT, D =L, p, = M/L’, and g = L/T?. With 7 variables and 3 fundamental 
dimensions, there will be (7 — 3) = 4 dimensionless groups. Taking d, p and u as the 
recurring set, then: 


d =L, L=d 
e =M/L?, M= pL? = pd? 
u =M/LT, T =M/Lu = p /du = p’°/u 
Thus: dimensionless group 1: uT/L = upd? / (ud) = dup/u 
dimensionless group 2: D/L = D/d 
dimensionless group 3: p;L?°/M = p,d?/(pd*) = ps/p 
and dimensionless group 4: gT? /L = gp*d*/(u7d) = gd? / u? 


Thus: (dup/u) = £((D/d)(ps/p)(gp"d?/117)) 


In particular, (dup/u) = K(gp*d>/7)" where K is a constant. 
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For particles settling in a vessel of large diameter, u x 1/u. But (u/u) œ (1/u?)" and, 
when n = 1, n x 1/w. In this case: 


(dup/) = K(gp?d? /17) 


or: du x d?’ and u x d? 


Thus the settling velocity is proportional to the square of the particle size. 





PROBLEM 1.16 


A liquid is in steady state flow in an open trough of rectangular cross-section inclined at 
an angle 0 to the horizontal. On what variables would you expect the mass flow per unit 
time to depend? Obtain the dimensionless groups which are applicable to this problem. 


Solution 


This problem is similar to Problems 1.11 and 1.12 although, here, the width of the trough 
and the depth of liquid are to be taken into account. In this case, the mass flow of liquid 
per unit time, G will depend on: fluid density, p; fluid viscosity, u; depth of liquid, A; 
width of the trough, a; acceleration due to gravity, g and the angle to the horizontal, 0. 
Thus: G = f(, u, h, a, g, 0). The dimensions of each variable are: G = M/T, p = M/L’, 
u =M/LT, h= L, a = L, g = L/T? and neglecting @ at this stage, with 6 variables 
with dimensions and 3 fundamental dimensions, there will be (6 — 3) = 3 dimensionless 
groups. Taking h, p and w as the recurring set then: 


h=L, L=h 
e =M/L?, M = PL’? = ph? 
u =M/LT, T=M/Lyp = ph /(hu) = pk /u 


Thus: dimensionless group 1: GT/M = Goh? /(uph?) = G/uh 
dimensionless group 2: a/L = a/h 


dimensionless group 3: gT? /L = gp*h*/(u7h) = gP h /u? 
and: (G/uh) = f (a/e h / u?) 


PROBLEM 1.17 


The resistance force on a spherical particle settling in a fluid is given by Stokes’ Law. 
Obtain an expression for the terminal falling velocity of the particle. It is convenient to 
express experimental results in the form of a dimensionless group which may be plotted 
against a Reynolds group with respect to the particle. Suggest a suitable form for this 
dimensionless group. 

Force on particle from Stokes’ Law = 3myudu;, where u is the fluid viscosity, d is the 
particle diameter and u is the velocity of the particle relative to the fluid. 
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What will be the terminal falling velocity of a particle of diameter 10 um and of density 
1600 kg/m? settling in a liquid of density 1000 kg/m? and of viscosity 0.001 Ns/m?? 

If Stokes’ Law applies for particle Reynolds numbers up to 0.2, what is the diameter 
of the largest particle whose behaviour is governed by Stokes’ Law for this solid and 
liquid? 


Solution 


The accelerating force due to gravity = (mass of particle — mass of liquid displaced)g. 
For a particle of radius r, volume = Anr3 /3, or, in terms of diameter, d, volume = 
4r (d? /2?)/3 = nd? /6. Mass of particle = zd? ps/6, where ps is the density of the solid. 
Mass of liquid displaced = zd? p/6, where p is the density of the liquid, and accelerating 
force due to gravity = (rd? ps/6 — nd? p/6)g = (md? /6)(p, — p)g. 

At steady state, that is when the terminal velocity is attained, the accelerating force due 
to gravity must equal the drag force on the particle F, or: (1d?/6)(p; — p)g = 3muduo 
where ug is the terminal velocity of the particle. 


Thus: uo = (d’g/18)(ps — p) (i) 


It is assumed that the resistance per unit projected area of the particle, R’, is a function 
of particle diameter, d; liquid density, p; liquid viscosity, u, and particle velocity, u or 
R' = f (d, p, u, u). The dimensions of each variable are R’ = M/LT’, d = L, p = M/L’, 
u = M/LT and u = L/T. With 5 variables and 3 fundamental dimensions, there will be 
(5 — 3) = 2 dimensionless groups. Taking d, p and u as the recurring set, then: 


d=L, L=d 
o =M/L?, M = pL = pd? 
u=L/T, T=L/u=d/u 
Thus: dimensionless group 1: R'LT? /M = R'd (d? /u”)/ (pd?) = R' / pu? 
dimensionless group 2: uLT/M = ud(d/u)/ (pd?) = u/(dup) 
and: R'/p? = f(u/dup) 
or: R'/pu? = K(dup/u)" = K Re” (ii) 


In this way the experimental data should be plotted as the group (R/pu’) against Re . 





For this particular example, d = 10 um = (10 x 1076) = 1075 m; ps = 1600 kg/m’; 
p = 1000 kg/m? and u = 0.001 Ns/m?. 


Thus, in equation (i): uo = ((1075)? x 9.81/(18 x 0.001))(1600 — 1000) 
= 3.27 x 107% m/s or 0.033 mm/s 
When Re = 0.2, dup/j = 0.2 or when the terminal velocity is reached: 


dug = 0.2u/p = (0.2 x 0.001)/1000 = 2 x 1077 
or: uy = (2 x 1077)/d 
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In equation (i): uy = (d*g/18)(p; — p) 
(2 x 1077)/d = (@ x 9.81/(18 x 0.001))(1600 — 1000) 
a =6.12x 107} 
and: d = 8.5 x 107% mor 85 um 








PROBLEM 1.18 


A sphere, initially at a constant temperature, is immersed in a liquid whose temperature 
is maintained constant. The time ¢ taken for the temperature of the centre of the sphere 
to reach a given temperature 0, is a function of the following variables: 


Diameter of sphere, d 

Thermal conductivity of sphere, k 

Density of sphere, p 

Specific heat capacity of sphere, C, 
Temperature of fluid in which it is immersed, 6,. 


Obtain relevant dimensionless groups for this problem. 


Solution 


In this case, t = f(d, k, p, Cp, Oc, Os). The dimensions of each variable are: t = T, d = 
L, k = ML/T9, C, = L?/T’0, 6. =, 0; =9. There are 7 variables and hence with 4 
fundamental dimensions, there will be (7 — 4) = 3 dimensionless groups. Taking d, p, Cp 
and @, as the recurring set, then: 


d=L, L=d, 
p =M/L?, M= pL? = pd? 
6. = 6, 6=6 


Cp =L?/T’@ Cp = d’/T’6, and T? = d?/C,6, or: T = d/C95025 


Thus: dimensionless group 1: t/T = 1C)°@?°/d 
dimensionless group 2: kT@/ML = k(d/C}°62)6-/(pd?)d = k02°/C)° pa? 
dimensionless group 3: 0,/6 = 0,/0. 


PROBLEM 1.19 


Upon what variables would the rate of filtration of a suspension of fine solid particles be 
expected to depend? Consider the flow through unit area of filter medium and express the 
variables in the form of dimensionless groups. 

It is found that the filtration rate is doubled if the pressure difference is doubled. What 
would be the effect of raising the temperature of filtration from 293 to 313 K? 
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The viscosity of the liquid is given by: 
u = wo — 0.015(T — 273)) 


where u is the viscosity at a temperature T K and mọ is the viscosity at 273 K. 


Solution 


The volume flow of filtrate per unit area, u m*/m/’s, will depend on the fluid density, p; 
fluid viscosity, u; particle size, d; pressure difference across the bed, AP, and the voidage 
of the cake, e or: v = f (p, u, d, AP, e). The dimensions of each of these variables are 
u = L/T, p = M/L?, u = M/LT, d = L, AP = M/LT” and e = dimensionless. There 
are 6 variables and 3 fundamental dimensions and hence (6 — 3) = 3 dimensionless 
groups. Taking, d, p and u as the recurring set, then: 


d =L, L=d 
e =M/L?, M= pL? = pd? 
u =M/LT, T =M/Lu = pd? /(du) = pd?°/u 
Thus: dimensionless group 1: uT/L = upd? / (ud) = dup/u 
dimensionless group 2: APLT?/M = APd(pd?/1)?/pd? = AP pd? / u? 
and the function is: AP pd? /u? = f (dup//) 


This may be written as: AP pd? /u? = K(dup/ un)" 
Since the filtration rate is doubled when the pressure difference is doubled, then: 
u x AP and n = 1, APpd?/p? = Kdup/u 
and: u=(1/K)APd/p, or ux l/u 
(u293/U4313) = Mo — 0.015(293 — 273))/uo(1 — 0.015(313 — 273)) = (0.7/0.4) = 1.75 
(v313/0293) = (u293/ 4313) = 1.75 


and the filtration rate will increase by 75%. 


SECTION 2 


Flow of Fluids — Energy and 
Momentum Relationships 


PROBLEM 2.1 


Calculate the ideal available energy produced by the discharge to atmosphere through a 
nozzle of air stored in a cylinder of capacity 0.1 mî at a pressure of 5 MN/m”. The initial 
temperature of the air is 290 K and the ratio of the specific heats is 1.4. 


Solution 


From equation 2.1: dU = ôq — ôW. For an adiabatic process: ôq = 0 and dU = —ôW, 
and for an isentropic process: dU = C,dT = —édW from equation 2.25. 


As y = C,/C, and Cp = C, + R (from equation 2.27), C, = R/(y — 1) 
W = -C,AT = —RAT/(y — 1) = (RT, — RT2)/(v — 1) 
and: RT, = Pv; and RT? = P v2 and hence: W = (Pivi — P2v2)/(y — 1) 
Pv; = Pav} and substituting for vz gives: 
W = [(Piv1)/(y — II — (P2/P)%"”) 

and: AU = -W = [(Pim)/(v = DIP2/P 0 — 1] 
In this problem: 

P, = 5 MN/m’, P, = 0.1013 MN/m’, T, = 290 K, and y = 1.4. 
The specific volume, vı = (22.4/29)(290/273)(0.1013/5) = 0.0166 m?/kg. 

—W = [(5 x 10° x 0.0166)/0.4][(0.1013/5)°4/!4 — 1] = —0.139 x 10° J/kg 
Mass of gas = (0.1/0.0166) = 6.02 kg 
AU = —(0.139 x 10° x 6.20) = —0.84 x 10° J or — 840 kJ 


PROBLEM 2.2 


Obtain expressions for the variation of: (a) internal energy with change of volume, 
(b) internal energy with change of pressure, and (c) enthalpy with change of pressure, all 
at constant temperature, for a gas whose equation of state is given by van der Waals’ law. 
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Solution 


See Volume 1, Example 2.2. 


PROBLEM 2.3 


Calculate the energy stored in 1000 cm? of gas at 80 MN/m? at 290 K using STP as the 
datum. 


Solution 


The key to this solution lies in the fact that the operation involved is an irreversible 
expansion. Taking C, as constant between T, and T2, AU = —W =nC,(T2 — T1) where 
n is the kmol of gas and Tz and T; are the final and initial temperatures, then for a constant 
pressure process, the work done, assuming the ideal gas laws apply, is given by: 


W = Po(V2 — V1) = Pa[(nRT2/P2) — (nRT: /P})] 


: 2 : RT, RT; 
Equating these expressions for W gives: —C,(T2 — T1) = P2 Do pe 
2 1 


In this example: 
P, = 80000 kN/m’, P2 = 101.3 KN/m?, V; = (1 x 107°) m°, R = 8.314 kJ/kmol K, and 
Tı = 290 K 

Hence: —C,(T2 — 290) = 101.3R[(T2/101.3) — (290/80,000)] 

By definition, y = C,/C, and C, = py + R (from equation 2.27) or: C, = R/(y — 1) 
Substituting: T = 174.15 K. 

PV = nRT and n = (80000 x 107°)/(8.314 x 290) = 0.033 kmol 
* AU =—-—W=C,n(T2 — T1) = (1.5 x 8.314 x 0.033)(174.15 — 290) = —47.7 KJ 


PROBLEM 2.4 


Compressed gas is distributed from a works in cylinders which are filled to a pressure 
P by connecting them to a large reservoir of gas which remains at a steady pressure P 
and temperature T. If the small cylinders are initially at a temperature T and pressure Po, 
what is the final temperature of the gas in the cylinders if heat losses can be neglected 
and if the compression can be regarded as reversible? Assume that the ideal gas laws are 
applicable. 


Solution 


From equation 2.1, dU = êq — ôW. For an adiabatic operation, q = 0 and ôq = 0 and 
ôW = Pdv or dU = —Pdv. The change in internal energy for any process involving an 
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ideal gas is given by equation 2.25: 
C,dT = —Pdv = dU. 
P = RT/Mv and hence: dT/T = (—R/MC,)(du/v) 
By definition: y=C,/C, and C, = C, + R/M (from equation 2.27) 
R/MC, = y — 1 and dT/T = —(y — 1)(dv/v) 

Integrating between conditions 1 and 2 gives: 

In(T2/T 1) = —(y — 1) In(vp/v1) or (T2/T1) = (v2/04)"" 

Pyv,/T, = P2v2/T2 and hence vı /v2 = (P2/P1)(T1/T2) 

and: (T2/T1) = (P2/P1)07 0” 


Using the symbols given, the final temperature, 77 = T(P/Po)% )/” 


SECTION 3 


Flow in Pipes and Channels 


PROBLEM 3.1 


Calculate the hydraulic mean diameter of the annular space between a 40 mm and a 
50 mm tube. 


Solution 


The hydraulic mean diameter, dm, is defined as four times the cross-sectional area divided 
by the wetted perimeter. Equation 3.69 gives the value d,, for an annulus of outer radius 
r and inner radius r; as: 


dm = 4n(r? — r?)/2n(r + ri) = 2(r — ri) = (d — di) 
If r = 25 mm and r; = 20 mm, then: 


dm = 2(25 — 20) = 10 mm 





PROBLEM 3.2 


0.015 m?/s of acetic acid is pumped through a 75 mm diameter horizontal pipe 70 m 
long. What is the pressure drop in the pipe? 

Viscosity of acid = 2.5 mNs/m”, density of acid = 1060 kg/m*, and roughness of pipe 
surface = 6 x 1075 m. 


Solution 
Cross-sectional area of pipe = (7 /4)(0.075)? = 0.0044 m?. 
Velocity of acid in the pipe, u = (0.015/0.0044) = 3.4 m/s. 
Reynolds number = pud/j = (1060 x 3.4 x 0.07)/(2.5 x 1077) = 1.08 x 10° 
Pipe roughness e = 6 x 1075 m and e/d = (6 x 10~>)/0.075 = 0.0008 
The pressure drop is calculated from equation 3.18 as: —AP f = 4(R/ pu’)(1/d)(pu’) 
From Fig. 3.7, when Re = 1.08 x 10° and e/d = 0.0008, R/pu? = 0.0025. 
Substituting: — AP f = (4 x 0.0025)(70/0.075)(1060 x 3.47) 
= 114,367 N/m? or: 114.4 kN/m? 
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PROBLEM 3.3 


A cylindrical tank, 5 m in diameter, discharges through a mild steel pipe 90 m long and 
230 mm diameter connected to the base of the tank. Find the time taken for the water 
level in the tank to drop from 3 m to 1 m above the bottom. The viscosity of water is 
1 mNs/m’. 


Solution 


If at any time the depth of water in the tank is h and levels 1 and 2 are the liquid levels 
in the tank and the pipe outlet respectively, then the energy balance equation states that: 


A(u?/2) + gAz+vu(P2 — P|) + F =0 


In this example, Pı = Pa = atmospheric pressure and v(P2 — P1) = 0. Also uy /u2 = 
(0.23/5)? = 0.0021 so that uy may be neglected. The energy balance equation then 
becomes: 

u?/2 — hg + 4(R/pu?)(1/d)u* = 0 


The last term is obtained from equation 3.19 and Az = —h. 
Substituting the known data: 


u*/2 — 9.81h + 4(R/pu*)(90/0.23)u? = 0 
or: u? — 19.62h + 3130(R/pu7)u* = 0 
from which: u = 4.43./Sh/\/[1 + 3130(R/pu2)] 
In falling from a height h to h — dh, 
the quantity of water discharged = (7/4)5?(—dh) = 19.63dh m°. 


Volumetric flow rate = (2/4)(0.23)?u = 0.0415u = 0.184./h/./[1 + 3130(R/pu2)], and 
the time taken for the level to fall from h to h — dh is: 


ZDEL + 3130(R/pu2)] = —106.7h-°>4/[1 + 3130(R/pu2)] dh 
mE Gas eee u = = s u 
0.184 h , 


z. the time taken for the level to fall from 3 m to 1 m is: 


1 
t= —106.7y/11-+31300R/ou")) | h~°?dh 
3 


R/pu? depends upon the Reynolds number which will fall as the level in the tank falls 
and upon the roughness of the pipe e which is not specified in this example. The pressure 
drop along the pipe = hpg = 4RI/d N/m? and R = hpgd /4l. 
From equation 3.23: 
(R/ pu) Re? = Rd? p/u? = h? gd? /4l 
= (h x 1000? x 9.81 x 0.23°)/(4 x 90 x 107%) = 3.315 x 10°h 


Thus as h varies from 3 m to 1 m, (R/pu*)(Re)* varies from (9.95 x 10%) to (3.315 x 
108.) 
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If R/pu* is taken as 0.002, Re will vary from (7.05 x 10°) to (4.07 x 10°). From 
Fig. 3.7 this corresponds to a range of e/d of between 0.004 and 0.005 or a roughness of 
between 0.92 and 1.15 mm, which is too high for a commercial pipe. 

If e is taken as 0.05 mm, e/d = 0.0002, and, for Reynolds numbers near 10°, R/pu? = 
0.00175. Substituting R/pu? = 0.00175 and integrating gives a time of 398 s for the level 
to fall from 3 m to 1 m. If R/pu* = 0.00175, Re varies from (7.5 x 10°) to (4.35 x 10°), 
and from Fig. 3.7, e/d = 0.00015, which is near enough to the assumed value. Thus the 
time for the level to fall is approximately 400 s. 


PROBLEM 3.4 


Two storage tanks A and B containing a petroleum product discharge through pipes each 
0.3 m in diameter and 1.5 km long to a junction at D. From D the product is carried by 
a 0.5 m diameter pipe to a third storage tank C, 0.8 km away. The surface of the liquid 
in A is initially 10 m above that in C and the liquid level in B is 7 m higher than that in 
A. Calculate the initial rate of discharge of the liquid if the pipes are of mild steel. The 
density of the petroleum product is 870 kg/m? and the viscosity is 0.7 mNs/m/?. 


Solution 


See Volume 1, Example 3.4 


PROBLEM 3.5 


Find the drop in pressure due to friction in a glazed porcelain pipe 300 m long and 
150 mm diameter when water is flowing at the rate of 0.05 m?/s. 


Solution 

For a glazed porcelain pipe, e = 0.0015 mm, e/d = (0.0015/150) = 0.00001. 
Cross-sectional area of pipe = (2/4)(0.15)? = 0.0176 m?. 

Velocity of water in pipe, u = (0.05/0.0176) = 2.83 m/s. 

Reynolds number = pud /u = (1000 x 2.83 x 0.15)/1073 = 4.25 x 10° 
From Fig. 3.7, R/pu? = 0.0017. 

The pressure drop is given by equation 3.18: —AP ¢ = 4(R/pu*)(I/d)(pu’) 


or: 4 x 0.0017(300/0.15)(1000 x 2.837) = 108,900 N/m? or 1 MN/m? 


PROBLEM 3.6 


Two tanks, the bottoms of which are at the same level, are connected with one another 
by a horizontal pipe 75 mm diameter and 300 m long. The pipe is bell-mouthed at each 
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end so that losses on entry and exit are negligible. One tank is 7 m diameter and contains 
water to a depth of 7 m. The other tank is 5 m diameter and contains water to a depth of 
3 m. 

If the tanks are connected to each other by means of the pipe, how long will it take 
before the water level in the larger tank has fallen to 6 m? Assume the pipe to be of aged 
mild steel. 


Solution 


The system is shown in Fig. 3a. If at any time f the depth of water in the larger tank is 
h and the depth in the smaller tank is H, a relationship between h and H may be found. 


Area of larger tank = (1/4)7* = 38.48 m?, 


area of smaller tank = (7/4)5° = 19.63 m’. 





þH—7 m 


Figure 3a. 


When the level in the large tank falls to h, the volume discharged = (7 — h) x 38.48 m°. 
The level in the small tank will rise by a height x, given by: 


x = 38.48(7 — h)/19.63 = (13.72 — 1.95h) 
H = (x + 3) = (16.72 — 1.95h) 
The energy balance equation is: Au?/2 + gAz + v(P; — P2) = F 
Au? /2 may be neglected, and Pı = Py = atmospheric pressure, so that: 
gAz = F = gAz + 4(R/pu?)(l/d)u?, Az = (h — H) = (2.95h — 16.72) 
or: (2.95h — 16.72)g = 4(R/pu’)(L/d)u? 
and: u = /[(2.95h — 16.72)g/4(R/pu2)(I/d)] 


As the level falls from h to h — dh in time dt, the volume discharged = 38.48(dh) m°. 
a —38.48 dh 
7 (1/4)(0.075)?./[(2.95h — 16.72)¢/4(R/pu2)(1/d)] 


te: —2780 dhy/[4(R/pu2)(1/d)] 
= J(2.95h — 16.72) 





Hence: time, dt 





or: 
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If R/pu’ is taken as 0.002, then: 
s dh 
pas -15,740 | —— and ż= 10590 s 
7 „/(2.95h — 16.72) 
Average volumetric flowrate = 38.48(7 — 6)/10590 = 0.00364 m?/s 
Cross-sectional area of pipe = 0.00442 m?. 
Average velocity in the pipe = (0.00364/0.00442) = 0.82 m/s. 
Reynolds number = (1000 x 0.82 x 0.75)/1073 = 6.2 x 104. 


From Fig. 3.7, if e = 0.05 mm, e/d = 0.00067 and R/ pu? = 0.0025, which is near enough 
to the assumed value of 0.002 for a first estimate. 
Thus the time for the level to fall is approximately 10590 s (2.94 h). 


PROBLEM 3.7 


Two immiscible fluids A and B, of viscosities 44 and up, flow under streamline conditions 
between two horizontal parallel planes of width b, situated a distance 2a apart (where a 
is much less than b), as two distinct parallel layers one above the other, each of depth a. 
Show that the volumetric rate of flow of A is: 


(=) (= + ue) 
12pal ba + Lp 


where, —AP is the pressure drop over a length / in the direction of flow. 




















< I > 

Fluid B 

R, = Shear stress at centre-plane on A 
- CL 

l s | Rpg = Shear stress at centre-plane on B 

Y Fluid A 

Figure . 
Solution 


Considering a force balance on the fluid lying within a distance s from the centre plane, 
then: 





dus 
For A: —AP(sb) = bl ua ($) + Ral 
ds / 4 
where R, is the shear stress at the centre plane, 
—AP Ra 
or: —dy; = sds — —ds 
ual MA 
. —APs* Ra 
Integrating: (—us)4 = —— = s+ ki 
ual 2 ua 
ae —AP s? Rp 
Similarly for B: (—us)g = —— —— sth 
Hal 2 ug 


where Rg is the shear stress at the centre plane on B. 
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Noting that: Ra = —Rp 
At s =a: (us) =0 (us) =0 


On the centre plane: At s = 0 


(us)a = Us)B 





























a CAPE Ra 
Hal 2 pma 
pa Ca a Re, 
Mel 2 ug 
—AP R 
Thus: Usa = e- s} -~ (a-s) 
2ual HA 
—AP , 2 Ra : 
and: Usp = —— {a — s} + — (a — s) (since Ra = —Rp) 
2ugl HB 
—AP@ R 
Centre line velocity, (ua)cL = Ae SA 
2ual MA 
—APa R 
and: (ug)cL = CMe 
2upgl uB 
: -AP f 1 1 1 1 
Equating: — — — $+ =qaR, < — + — 
21 MA UB MA UB 
—APa [= — HA \ 
Ri = 
2l UB + MA 
Substituting: 
—AP —AP — 
(us)a = (a —s’)— F(a — pje Ma 
2ual 2ual UB + Ha 
—AP = 
= >— fe — s) + LATE iig e 9} 
2ual UA + UB 


Total flowrate of A = Q4 is given by: 


Q, = iL bus ds = ZAR f G —s*)+ Gera (a — «| as} 
0 Qual 0 Ua + UB 


_ —APb (2-5) i ioe («ts 0%) 
2ual 3 Ha + uB 2/ Io 
_ —APb Es je z] 
2ual | 3 ua + up} 2 
—APba? [2 HA — UB 
ap E o] 
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_ —APba} an + 4up + 3a — e 


2ual 6(ua + uB) 
7 —APba?* a + He | 
I2ual | bat uB 


PROBLEM 3.8 


Glycerol is pumped from storage tanks to rail cars through a single 50 mm diameter main 
10 m long, which must be used for all grades of glycerol. After the line has been used 
for commercial material, how much pure glycerol must be pumped before the issuing 
liquid contains not more than 1% of the commercial material? The flow in the pipeline 
is streamline and the two grades of glycerol have identical densities and viscosities. 


Solution 


Making a force balance over an element distance r from the axis of a pipe whose radius 
is a, then: 
—APar? = —u(du/dr)2rrl 


where u is the velocity at distance r and / is the length of the pipe. 
Hence: du = —(—AP/2ul)r dr 
and: u = —(—AP/4ul)r? + constant 


When r = a, u = 0, the constant = (—AP/4ul)a? and hence u = (—AP/4l)(a? — r?°). 
At a distance r from the axis, the time taken for the fluid to flow through a length / is 
given by 4y17/—AP(a? — r°). 
The volumetric rate of flow from r = 0 to r = r is: 


= | (—AP/41)(a* — r?)2ardr 
0 
= (—APx/8p1)(2a*r* — r’) 
Volumetric flowrate over the whole pipe = —APza*/8 yl 
and the mean velocity = — APa? /8ul. 
The required condition at the pipe outlet is: 
—APm/8u1)(2a?r? — r4 
CATLA AT) 965 
—APxrat*/8 ul 


from which r = 0.95a. 
The time for fluid at this radius to flow through length 1 = 4/*/—APa?(1 — 0.957) = 
(41l*)/(—APa’) 


Hence, the volume to be pumped = (41 1?/(—AP)a’)(a(— AP )a* /8 11) 
= 41ra? /8 = 417 (0.25)2/8 = 0.10 m? 
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PROBLEM 3.9 


A viscous fluid flows through a pipe with slightly porous walls so that there is a leakage 
of kP, where P is the local pressure measured above the discharge pressure and k is a 
constant. After a length /, the liquid is discharged into a tank. 

If the internal diameter of the pipe is d and the volumetric rate of flow at the inlet is 
Qo, show that the pressure drop in the pipe is given by — AP = (Q,/ztkd)a tanhal, 


where: a = (128kp/d*)°° 


Assume a fully developed flow with (R/pu*) = 8 Re™!. 


Solution 


Across a small element of the pipe, the change in liquid flow is: 


—dQ = kPrddl 
and the change in velocity is: 
du = —4kPdl/d 
Also: R/pu? = 8u/udp and: R = 8uu/d (i) 


Making a force balance over the element: 
—dP(2/4)d* = Rrddl = 8uundl 

and: —dP = 32uu dl/d? (ii) 
From equations (i) and (ii): 

—dP/du = —8yuu/kPd 
and: PdP = 8uu du/kd 
Over the whole pipe: 

(P5/2 — P*/2) = (8u/kd)[(us/2) — (u*/2)] 

and: u = u2 + (P? — P2)(kd/8) 


Assuming zero outlet pressure as a datum, then substituting for u in equation (ii): 





0 
| -ap / yig + (P? — P2)(kd /8u)] = 32ul /d? 
Po 


Thus: „/(8u/kd) sinh”! P, J 6ra = P3] = 32ul /d? 
and: P, i \/[8uu2/kd) — P2] = sinh ,/(128k/d3)I 
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Writing V (128uk/d?) = a: 
(Buus/kd) = [a° (d? /128 uk) [8405 x 16)/(kdx*d*)] = Q/K d n’a’) 


and: P? = [(Q2/(k°d? xa’) sinh? al]/(1 + sinh? al) 
or: —AP = Py = (Qo/kdm)a tanh al 
PROBLEM 3.10 


A petroleum product of viscosity 0.5 m Ns/m? and density 700 kg/m? is pumped through 
a pipe of 0.15 m diameter to storage tanks situated 100 m away. The pressure drop along 
the pipe is 70 kN/m*. The pipeline has to be repaired and it is necessary to pump the 
liquid by an alternative route consisting of 70 m of 200 mm pipe followed by 50 m of 
100 mm pipe. If the existing pump is capable of developing a pressure of 300 kN/m?, 
will it be suitable for use during the period required for the repairs? Take the roughness 
of the pipe surface as 0.05 mm. 


Solution 


This problem may be solved by using equation 3.23 and Fig. 3.8 to find the volumetric 
flowrate and then calculating the pressure drop through the alternative pipe system. From 
equation 3.23: (R/pu?) Re” = —AP sd? p/4l u? 

= (70,000 x 0.15° x 700)/(4 x 100 x 0.5? x 107°) = 1.65 x 10° 


From Fig. 3.8, Re = 8.8 x 10° = (700 x 10.15u)/(0.5 x 1073) and the velocity u = 
4.19 m/s. 


Cross-sectional area = (7r/4)0.157 = 0.0177 m?. 

Volumetric flowrate = (4.19 x 0.0177) = 0.074 m?/s. 

The velocity in the 0.2 m diameter pipe = 0.074/(7/4)0.2? = 2.36 m/s. 

The velocity in the 0.1 m diameter pipe = 9.44 m/s. 

Reynolds number in the 0.2 m pipe = (700 x 2.36 x 0.2/0.5 x 1073) = 6.6 x 10°. 
Reynolds number in the 0.1 m pipe = (700 x 9.44 x 0.1/0.5 x 1073) = 1.32 x 10°. 
The values of e/d for the 0.2 m and the 0.1 m pipes are 0.00025 and 0.0005 respectively. 
From Fig. 3.7, R/pu” = 0.0018 and 0.002 respectively, and from equation 3.18: 


—AP p = [4 x 0.0018(70/0.2)(700 x 2.36%)] + [4 x 0.002(50/0.1)(700 x 9.447)] 
= 255,600 N/m? = 255.6 kN/m? 
In addition, there will be a small pressure drop at the junction of the two pipes although 


this has been neglected in this solution. Thus the existing pump is satisfactory for this 
duty. er 
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PROBLEM 3.11 


Explain the phenomenon of hydraulic jump which occurs during the flow of a liquid in 
an open channel. 

A liquid discharges from a tank into an open channel under a gate so that the liquid 
is initially travelling at a velocity of 1.5 m/s and a depth of 75 mm. Calculate, from first 
principles, the corresponding velocity and depth after the jump. 


Solution 


See Volume 1, Example 3.9. 


PROBLEM 3.12 


What is a non-Newtonian fluid? Describe the principal types of behaviour exhibited 
by these fluids. The viscosity of a non-Newtonian fluid changes with the rate of shear 
according to the approximate relationship: 


du, =05 
a= k{— 
Í ( i) 


where Ua is the viscosity, and du/dr is the velocity gradient normal to the direction of 
motion. 
Show that the volumetric rate of streamline flow through a horizontal tube of radius a 


m ; (—AP\* 
— aA iamai 
5 2kl 


where —AP is the pressure drop over a length / of the tube. 





is: 


Solution 


For a power-law fluid, the apparent viscosity is given by equation 3.123. Noting that the 
velocity gradient du,/dr is negative then: 


use n—1 zy du, n—-1 
ee 7 dr 


Thus, in this problem: n — 1 = —0.5 and: 


du, 
dy 














n — l = —0.5, giving n = 0.5 


The fluid is therefore shear-thinning. 
Equation 3.136 gives the mean velocity in a pipe: 


1 
ig eae (equation 3.136) 
z n equation 3. 
i 4kl 6n +2 Suc 
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Putting n = 0.5, the volumetric flowrate Q is given by: 
—AP\* (1 x 
a ` We a peep 
Q (= ) (5) G ) 
o= (5)¢ (sa) 
TAS 2kl 


Putting d = 2a, then: 


PROBLEM 3.13 


Calculate the pressure drop when 3 kg/s of sulphuric acid flows through 60 m of 25 mm 
pipe (p = 1840 kg/m?, u = 0.025 N s/m’). 


Solution 


Reynolds number = pud /u = 4G/mud = 4.30/(7m x 0.025 x 0.025) = 6110 
If e is taken as 0.05 mm, then: e/d = (0.05/25) = 0.002. 

From Fig. 3.7, R/pu? = 0.0046. 

Acid velocity in pipe = 3.0/[1840 x (7/4)(0.025)}] = 3.32 m/s. 


From equation 3.18, the pressure drop due to friction is given by: 
—AP = 4(R/pu?)(1/d) pu? 
= 4 x 0.0046(60/0.025)1840 x 3.32? = 895,620 N/m? or 900 kN/m? 


PROBLEM 3.14 


The relation between cost per unit length C of a pipeline installation and its diameter d 
is given by: C = a + bd where a and b are independent of pipe size. Annual charges are 
a fraction 6 of the capital cost. Obtain an expression for the optimum pipe diameter on 
a minimum cost basis for a fluid of density p and viscosity u flowing at a mass rate of 
G. Assume that the fluid is in turbulent flow and that the Blasius equation is applicable, 
that is the friction factor is proportional to the Reynolds number to the power of minus 
one quarter. Indicate clearly how the optimum diameter depends on flowrate and fluid 
properties. 


Solution 


The total annual cost of a pipeline consists of a capital charge plus the running costs. The 
chief element of the running cost is the power required to overcome the head loss which 
is given by: 

hp = 8(R/pu?)(1/d)(u? /2g) (equation 3.20) 
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If R/ pu = 0.04/ Re°”°, the head loss per unit length / is: 
hy /1 = 8(0.04/ Re® )(1/d)(u? /2g) = 0.016(u?/d)(u/ pud)?” 
= 0.016u! 5 u?” /(p°>d!>) 
The velocity u = G/pA = G/p(1/4)d? = 1.217G/ pd? 
hy /l = 0.016(1.27G/pd?)!-? u?” /(p° 5d!) = 0.024G!- 95 /(p?d*7>) 
The power required for pumping if the pump efficiency is 7 is: 
P= Gg(0.024G!" u?” / d4 )/n 


If n = 0.5, P = 0.47G 095 /(p2d45) W 


If c = power cost/W, the cost of pumping is given by: 0.47cG?” u?” /p 
The total annual cost is then = (Ba + bd) + (yG? u?” u?” / p?d475) where y = 
0.47c 
Differentiating the total cost with respect to the diameter gives: 


2q475 


dC/dd = Bb — 4.715y6?5 u? /p2g5-75 


For minimum cost, dC /dd = 0, d5 = 4.75yG? "5 u®?”5 /p? Bb and d = KG°*8 11°43 / 92.35 


where: K = (4.75 yBb)°!4 


PROBLEM 3.15 


A heat exchanger is to consist of a number of tubes each 25 mm diameter and 5 m long 
arranged in parallel. The exchanger is to be used as a cooler with a rating of 4 MW and 
the temperature rise in the water feed to the tubes is to be 20 deg K. 

If the pressure drop over the tubes is not to exceed 2 kN/m’, calculate the minimum 
number of tubes that are required. Assume that the tube walls are smooth and that entrance 
and exit effects can be neglected. Viscosity of water = 1 mNs/m?. 


Solution 


Heat load = (mass flow x specific heat x temperature rise), or: 4000 = (m x 4.18 x 20) 
and: m = 47.8 kg/s 
Pressure drop = 2 kN/m? = 2000/(1000 x 9.81) = 0.204 m of water. 


From equation 3.23, (R/ pu) Re? = —AP rd? p/4l u? 
= (2000 x 0.25° x 1000)/(4 x 5 x 1076) = 1.56 x 10° 
If the tubes are smooth, then from Fig. 3.8: Re = 2.1 x 10*. 
~z. water velocity = (2.1 x 104 x 1073)/(1000 x 0.025) = 0.84 m/s. 
Cross-sectional area of each tube = (7/4)0.25? = 0.00049 m?. 
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Mass flow rate per tube = (0.84 x 0.00049) = 0.000412 m?/s = 0.412 kg/s 
Hence the number of tubes required = (47.8/0.412) = 116 tubes 


PROBLEM 3.16 


Sulphuric acid is pumped at 3 kg/s through a 60 m length of smooth 25 mm pipe. Calcu- 
late the drop in pressure. If the pressure drop falls by one half, what will be the new 
flowrate? Density of acid = 1840 kg/m}. Viscosity of acid = 25 mN s/m?. 


Solution 


Cross-sectional area of pipe = (1/4)0.025* = 0.00049 m°. 
Volumetric flowrate of acid = (3.0/1840) = 0.00163 m?/s. 
Velocity of acid in the pipe = (0.00163/0.00049) = 3.32 m/s. 
Reynolds number, pud /u = (1840 x 3.32 x 0.025/25 x 107°) = 6120 
From Fig. 3.7 for a smooth pipe and Re = 6120, R/pu” = 0.0043. 
The pressure drop is calculated from equation 3.18: 
—AP + = 4(R/pu)(I/d)(pu’) 
= 4 x 0.0043(60/0.025)(1840 x 3.327) = 837,200 N/m? or 840 kN/m? 
If the pressure drop falls to 418,600 N/m?, equation 3.23 and Fig. 3.8 may be used to 
calculate the new flow. 
From equation 3.23 : (R/pu”) R? = —AP sd? p/4l u? 
= (418,600 x 0.025? x 1840)/(4 x 60 x 25? x 1076) 
= 8.02 x 10* 
From Fig. 3.8: Re = 3800 and the new velocity is: 
u' = (3800 x 25 x 1073)/(1840 x 0.025) = 2.06 m/s 


and the mass flowrate = (2.06 x 0.00049 x 1840) = 1.86 kg/s 


PROBLEM 3.17 


A Bingham plastic material is flowing under streamline conditions in a pipe of circular 
cross-section. What are the conditions for one half of the total flow to be within the central 
core across which the velocity profile is flat? The shear stress acting within the fluid, R,, 
varies with velocity gradient du,/dy according to the relation: R, — Re = —k(du,/dy) 
where R, and k are constants for the material. 
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Solution 


The shearing characteristics of non-Newtonian fluids are shown in Fig. 3.24 of Volume 1. 
This type of fluid remains rigid when the shear stress is less than the yield stress Ry and 
flows like a Newtonian fluid when the shear stress exceeds Ry. Examples of Bingham 
plastics are many fine suspensions and pastes including sewage sludge and toothpaste. 
The velocity profile in laminar flow is shown in Fig. 3c. 


Pipe wall 


Plug flow 
region 





Velocity distribution 


Figure 3c. 


A force balance over the pipe assuming no slip at the walls gives: -APmr? = R,2zrL, 
and 


—AP/L = 2R,,/r where Ry = shear stress at the wall. (i) 


A force balance over the annular core where y > rọ gives: 
—APry? = 2nyLRy 
Hence: Ry = yR,/r and y = rRy/Ry (ii) 
when: Ry = Ry and rọ = rRy/Ry (iil) 
Ry — Ry = —k(du,/dy) 





r we duy Ry = Ry 1 yR,, N 
., from equation (ii): — = —— = - | — — Ry (iv) 
dy k k r 
Integrating: —ku, = (y*Ry/2r) — Ryy + C 
When y =r, ux = 0, C = (—rR,/2) + Ryr. 
2 
katy = Ry (=-->) —Ry(r—-y) (v) 
DOF 


Substituting for y from equation (iii) gives: 


i Rp | (LEVER wy d kuo = — (R, — Ry}? (vi) 
Up = Aw 7 R, 7 yr R an uo = OR, w Y vl 
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The total volumetric flowrate Q is obtained by integrating the equation for the velocity 
profile to give: 


Orotal = i my*(—du,/dy) dy 
0 


1 4 Ry, 3 ea R 
From equation (iv):  Qtotal = “| my” (= - Ry) dy = air (= = =) m?/s 
0 r 
Over the central core, the volumetric flowrate Qcore is: 
Qcore = Trpuo = W(rRy /Ry) uo (from (3)) 
From equation (vi): 
Qcore = 1(rRy Rw) (1/2kRw)(Rw — Ry)” = (er Ry /2KRy, (Rw — Ry)? 


If half the total flow is to be within the central core, then: 


Ocore = Orotat/ 2 
(ar Ry /2KR}, (Rw — Ry)” = (ar? /2k)(Ry/4 — Ry /3) 


R, R 
and: RZ (R, — Ry)? = RÈ, (= = =) 
PROBLEM 3.18 


Oil of viscosity 10 mN s/m? and density 950 kg/m? is pumped 8 km from an oil refinery 
to a distribution depot through a 75 mm diameter pipeline and is then despatched to 
customers at a rate of 500 tonne/day. Allowance must be made for periods of maintenance 
which may interrupt the supply from the refinery for up to 72 hours. If the maximum 
permissible pressure drop over the pipeline is 3450 kN/m?, what is the shortest time in 
which the storage tanks can be completely recharged after a 72 hour shutdown? The 
roughness of the pipe surface is 0.05 mm. 


Solution 
R —AP pd? 
From equation 3.23: — Re = Zea 
pu? 4l u? 
—AP ¢ = 3450 kN/m? = 3.45 x 10° N/m’, d = 0.075 m, p = 950 kg/m?, 1 = 8000 m 
and u = 10 m Ns/m? = 0.01 Ns/m’. 
R 2 6 3 2 5 
— Re? = (3.45 x 10° x 0.075° x 950)/(4 x 8000 x 0.017) = 4.32 x 10 
pu 


e/d = (0.05/75) = 0.0007 
From Fig. 3.8 with (R/pu?) Re? = (4.32 x 10°), e/d = 0.0007. 
Re = 1.1 x 104 = pdu/p 
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up = Re n/d = (1.1 x 10* x 0.01/0.075) = 1.47 x 10° kg/m?s 
<. mass flowrate = (1.47 x 10° x 1073 x 3600 x 24 x (s7/4)0.075*) = 561 tonne/day 
Depletion of storage in 72 h = (561 x 72/24) = 1683 tonne 


Maximum net gain in capacity in the system = (561 — 500) = 61 tonne/day and the time 
to recharge the tanks = (1683/61) = 27.6 days 


PROBLEM 3.19 


Water is pumped at 1.4 m°/s from a tank at a treatment plant to a tank at a local works 
through two parallel pipes, 0.3 m and 0.6 m diameter respectively. What is the velocity in 
each pipe and, if a single pipe is used, what diameter will be needed if this flow of water 
is to be transported, the pressure drop being the same? Assume turbulent flow with the 
friction factor inversely proportional to the one quarter power of the Reynolds number. 


Solution 
The pressure drop through a pipe is given by equation 3.18: 


ROVE , 
—AP = 4 | — | —pu 
pu? j d 


In this case, R/pu? = K Re~'/* where K is a constant. 


do\™!Ź 1 
Hence: —AP = 4K (=) — pu 
u d 
1.757 „0.75 
u`”°lp 11.75 7 71.25 
= Ka 08 = Ku" /d 


For pipe 1 in which the velocity is u, —AP = K'ut/0.3!*> and the diameter is 
0.3 m. Similarly for pipe 2, — AP = K'u! 15 /0.6175 

Hence (u2/u,)'! = (0.6/0.3)! = 2.38 and u2/u, = 1.64 

The total volumetric flowrate = 1.4 m3/s = 1/4(dju; + d}u2) and substituting for dı 
and d and u = 1.64u, uy = 2.62 m/s and uz = 4.30 m/s 


If a single pipe of diameter d3 is used for the same duty at the same pressure drop and 
the velocity is u3, then: 


(/4)d3u3 = 1.4 and d3u3 = 1.78 (1) 
and: —AP= Kia jae 
and: (u3/u,)'”> = (d3/0.3)'> 
Since u,; = 2.62 m/s, then: 
0.185u}” = 4.5d}” (2) 


From equations (1) and (2), the required diameter, d3 = 0.63 m 





FLOW IN PIPES AND CHANNELS 35 
PROBLEM 3.20 


Oil of viscosity 10 mNs/m? and specific gravity 0.90, flows through 60 m of 100 mm 
diameter pipe and the pressure drop is 13.8 kN/m?. What will be the pressure drop for 
a second oil of viscosity 30 mNs/m? and specific gravity 0.95 flowing at the same rate 
through the pipe? Assume the pipe wall to be smooth. 


Solution 
For the first oil, with a velocity in the pipe of u m/s then: 


Re = u x (0.90 x 1000) x (100/1000)/(10 x 107°) = 9000u 
R —APd? 
Re =~ TP 


pu? 4l u? 
= (13.8 x 1000) x 0.10° x 900/(4 x 60 x 0.017) = 5.2 x 10° 


From Fig. 3.8, when (R/pu’) Re? = 5.2 x 10° for a smooth pipe, Re = 12000. 
Hence, velocity u = (12,000/9000) = 1.33 m/s. 


For the second oil, the same velocity is used although the density and viscosity are now 
950 kg/m? and 0.03 Ns/m?. 


Hence: Re = (1.33 x 0.10 x 950/0.03) = 4220 


For a smooth pipe, Fig. 3.7 gives a friction factor, R/pu? = 0.0048 for this value of 
Re. 
From Equation 3.18: 


—AP = 4(R/pu?)(I/d) pu? 
= 4 x 0.0048 x (60/0.10) x 950 x 1.337 
= 1.94 x 10* N/m? = 19.4 kN/m? 


PROBLEM 3.21 


Crude oil is pumped from a terminal to a refinery through a 0.3 m diameter pipeline. 
As a result of frictional heating, the temperature of the oil is 20 deg K higher at the 
refinery end than at the terminal end of the pipe and the viscosity has fallen to one half 
its original value. What is the ratio of the pressure gradient in the pipeline at the refinery 
end to that at the terminal end? Viscosity of oil at terminal = 90 mNs/m?. Density of oil 
(approximately constant) = 960 kg/m>. Flowrate of oil = 20,000 tonne/day. 

Outline a method for calculating the temperature of the oil as a function of distance 
from the inlet for a given value of the heat transfer coefficient between the pipeline and 
the surroundings. 
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Solution 


Oil flowrate = (20,000 x 1000)(24 x 3600) 
= 231.5 kg/s or (231/960) = 0.241 m/s 


Cross section area of pipe = (7/4) x 0.37 = 0.0707 m? 

Oil velocity in pipe = (0.241/0.0707) = 3.40 m/s 

Reynolds number at terminal = (3.40 x 0.3 x 960/0.09) = 10,880 
Reynolds number at the refinery is twice this value or 21,760. 


From equation 3.18: —AP = 4(R/pu*)(1/d)(pu’) (equation 3.18) 


and: —(AP/1 refinery _ (R/pu? refinery 
l —(AP/1 terminal (R/ pu? )terminal 


which, from Fig. 3.7: = (0.0030/0.00375) = 0.8 


In a length of pipe dl: 
—dP = 4(R/pu’)(dl/d)pu? N/m? 

Energy dissipated = —dPQ = (7 /4)d?’u4(R/ pu? )(dl /d)(pu?) W where u is the velocity 
in the pipe. 

The heat loss to the surroundings at a distance / from the inlet is A(T — Ts)adl W 
where Ts is the temperature of the surroundings and T is the temperature of the fluid. 

Heat gained by the fluid = (11/4)d?upC,dT W where C, (J/kg K) is the specific heat 
capacity of the fluid. 

Thus an energy balance over the length of pipe di gives: 


(R/pu?)dpu'dl = h(T — T,)d dl + (s¢/4)d?upC, dT 


(R/ pu”) varies with temperature as illustrated in the first part of this problem, and hence 
this equation may be written as: 


Adl = Bdl + CdT 
CdT 
or: —— =d] 
A-B 
(where A and B are both functions of temperature and C is a constant). 
Integrating between /; and l2, Tı and T2 gives: 


a 


If Tı, Ts, h and AT are known (20 deg K in this problem), the integral may then be 
evaluated. 


PROBLEM 3.22 


Oil with a viscosity of 10 mNs/m? and density 900 kg/m? is flowing through a 500 mm 
diameter pipe 10 km long. The pressure difference between the two ends of the pipe is 
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10° N/m”. What will the pressure drop be at the same flowrate if it is necessary to replace 
the pipe by one only 300 mm in diameter? Assume the pipe surface to be smooth. 


Solution 
u = 0.01 Ns/m?, p = 900 kg/m, d = 0.50 m, / = 10000 m and —AP = 1 x 10° N/m’. 
(R/ pu’) Re” = (—APd? p)/(41 u?) (equation 3.23) 
= (1.10 x 0.50° x 900/(4 x 10000 x 0.017)) = 2.81 x 10’ 
From Fig. 3.8, Re = udp/p = 1.2 x 10° 
u = Re u/pd 
= (1.2 x 10% x 0.01/900 x 0.50) = 2.67 m/s 
If the diameter of the new pipe is 300 mm, the velocity is then: 
= 2.67 x (0.5/0.3) = 7.42 m/s 
Reynolds number = (7.42 x 0.30 x 900/0.01) = 2.0 x 105 
From Fig. 3.7, R/pu? = 0.0018 and from equation 3.18: 
—AP = (4 x 0.0018 x (10000/0.3) x 900 x 7.427) = 1.19 x 107 N/m? 


PROBLEM 3.23 


Oil of density 950 kg/m? and viscosity 107? Ns/m? is to be pumped 10 km through a 
pipeline and the pressure drop must not exceed 2 x 10° N/m’. What is the minimum 
diameter of pipe which will be suitable, if a flowrate of 50 tonne/h is to be maintained? 
Assume the pipe wall to be smooth. Use either a pipe friction chart or the Blasius equation 
(R/pu? = 0.0396 Re~'/*). 


Solution 
From equation 3.6 a force balance on the fluid in the pipe gives: 
R = —AP(d/4l) 
or: =2 x 10°(d/4 x 10°) = 5d 
Velocity in the pipe = G/pA 
= (50 x 1000/3600)/(950 x (7/4)d?) = 0.186/d? 
Hence: R/pu? = 5d / (950 x (0.186/d*)*) = 15.21d> 
Re = udp/u 
= (0.186 x d?) x d x 950/(1 x 107?) = 1.77 x 10°/d 
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The Blasius equation is: R/pu* = 0.0396 Re?” (equation 3.11) 
and hence: 15.21d° = 0.0396(d/1.77 x 10°)°?> 


and: d = 0.193 m 


In order to use the friction chart, Fig. 3.7, it is necessary to assume a value of R/pu’, 
calculate d as above, check the resultant value of Re and calculate R/pu? and compare 
its value with the assumed value. 

If R/pu* is assumed to be = 0.0030, then 15.21d° = 0.0030 and d = 0.182 m 


Re = (1.77 x 10°)/0.182 = 9750 


From Fig. 3.7, R/pu? = 0.0037 which does not agree with the original assumption. 


If R/pu? is taken as 0.0024, d is calculated = 0.175 m, Re is 1.0 x 10° and R/pu? = 
0.0022. This is near enough giving the minimum pipe diameter = 0.175 m. 





PROBLEM 3.24 


On the assumption that the velocity profile in a fluid in turbulent flow is given by the 
Prandtl one-seventh power law, calculate the radius at which the flow between it and the 
centre is equal to that between it and the wall, for a pipe 100 mm in diameter. 


Solution 


See Volume 1, Example 3.5. 


PROBLEM 3.25 


A pipeline 0.5 m diameter and 1200 m long is used for transporting an oil of density 
950 kg/m? and of viscosity 0.01 Ns/m? at 0.4 m?/s. If the roughness of the pipe surface 
is 0.5 mm, what is the pressure drop? With the same pressure drop, what will be the 
flowrate of a second oil of density 980 kg/m? and of viscosity 0.02 Ns/m?? 


Solution 


u = 0.01 Ns/m?, d = 0.5 mand A = (77/4)0.5? = 0.196 m?, I = 1200 m, 
p = 950 kg/m? and: u = (0.4/0.196) = 2.04 m/s. 


Reynolds number = pud /u = (950 x 2.04 x 0.5)/0.01 = 9.7 x 104 


e/d = (0.5/500) = 0.001 and from Fig. 3.7, R/pu = 0.0027 
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From equation 3.8, —AP = 4(R/pu’)(I/d) pu? 
= (4 x 0.0027 x 1200 x 950 x 2.042/0.5) 
= 1.03 x 10° N/m? 


(R/W) Re” = —APd? p/4l u? (equation 3.23) 
= (1.03 x 10° x 0.5° x 980/4 x 1200 x 0.027) = 6.6 x 10° 
From Fig. 3.8, Re = 4.2 x 10* = (980u x 0.5/0.02) 
and: u = 1.71 m/s 


volumetric flowrate = (1.71 x 0.196) = 0.34 m?/s 


PROBLEM 3.26 


Water (density 1000 kg/m}, viscosity 1 mNs/m*) is pumped through a 50 mm diameter 
pipeline at 4 kg/s and the pressure drop is 1 MN/m?. What will be the pressure drop for 
a solution of glycerol in water (density 1050 kg/m, viscosity 10 mNs/m*) when pumped 
at the same rate? Assume the pipe to be smooth. 


Solution 


Cross-sectional area of pipe = (71/4) x 0.057) = 0.00196 m? 

Water velocity, u = 4/(1000 x 0.00196) = 2.04 m/s. 

Reynolds number, Re = (2.04 x 1000 x 0.05/1 x 107°?) = 102,000 

From Fig. 3.7, R/pu = 0.0022 

From equation 3.18, — AP = (4 x 0.0022 x (1/0.05) x 1000 x 2.047) = 7321 


For glycerol/water flowing at the same velocity: 


Re = (2.4 x 1050 x 0.05/1 x 107°) = 10,700 


From Fig. 3.7, R/pu? = 0.0037 
and: AP = (4 x 0.0037 x (1/0.05) x 1050 x 2.047) = 12931. 
—AP gyceroi/ — APwater = (12931/732/1) = 1.77 
and —APatycerot = (1.77 x 1 x 10°) = 1.77 x 108 N/m? 
PROBLEM 3.27 


A liquid is pumped in streamline flow through a pipe of diameter d. At what distance 
from the centre of the pipe will the fluid be flowing at the average velocity? 
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Solution 
A force balance on an element of fluid of radius r gives: 
d 
—APar? = ~2nrlp— 
dr 


du APr APr? 
or: -— = or — u = + constant 
dr 2ul 4ul 











APa* 
When r = d/2 = a, u = 0 and the constant = — | — Aa 
u 





—AP 
u = (a — r?) 








4ul 
The flow, dQ, through an annulus, radius r and thickness dr is given by: 
dQ = 27r dr u, 
—AP 
= 2r dr (a — r?) 
4ul 
—AP 
and: Q = na’ =) 
Sul 
The average velocity is: Uay = Q/ ma’ 
as —APa* 
~ Bul 
The radius at which u = uay is: 
—APa? —AP 
-=e - 7) 
8ul 4ul 


from which: 
r = @/2 = d’ /8 and r = 0.35d 


PROBLEM 3.28 


Cooling water supplied to a heat exchanger flows through 25 mm diameter tubes each 
5 m long arranged in parallel. If the pressure drop over the heat exchanger is not to 
exceed 8000 N/m”, how many tubes must be included for a total flowrate of water of 
110 tonne/h? Density of water = 1000 kg/m?. Viscosity of water = 1 mNs/m?. Assume 
pipes to be smooth-walled. 

If ten per cent of the tubes became blocked, what would the new pressure drop be? 


Solution 
R —APd 
=X Re = =A (equation 3.23) 
pu u 


= (8000 x (0.025) x 1000)/(4 x 5 x (1 x 107°)?) = 6.25 x 10° 
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From Fig. 3.8: Re = pud /u = 5 x 10+ 

z. u = (5 x 104 x 1 x 1077)/(1000 x 0.025) = 2.0 m/s 

Flowrate per tube = (2.0 x (7/4) x 0.0257) = 0.982 x 10* m?/s 

Total flowrate = (110 x 1000)/(1000 x 3600) = 0.3056 m/s 

<. Number of tubes required = 0.3056/(0.982 x 1074) = 31.1 or 32 tubes 





If 10 per cent of the tubes are blocked, velocity of fluid = (2.0/0.9) = 2.22 m/s 


Re = (5 x 10*)/0.9 = 5.5 x 104 and, from Fig. 3.7, R/pu? = 0.00245. 
From equation 3.18, pressure drop is: 


—AP=(4 x 0.00245 x (5/0.025) x 1000 x 2.227) = 9650 N/m’, an increase of 20.6% 


PROBLEM 3.29 


The effective viscosity of a non-Newtonian fluid may be expressed by the relationship: 


du, 
Ha = k” (- ) 
dr 
where k” is constant. 


Show that the volumetric flowrate of this fluid in a horizontal pipe of radius a under 
isothermal laminar flow conditions with a pressure drop —AP/I per unit length is: 


gaz a2 [-AP\ 
57° (xi 





Solution 


In Section 3.4.1 of Volume 1 it is shown that for any fluid, the shear stress, R,, at a 
distance r from the centre of the pipe may be found from a force balance for an element 
of fluid of length / across which the pressure drop is — AP by: 


—AP 
—APar* = 2nrl(—R,) or — R, = 5 (==) (equation 3.7) 


The viscosity is related to the velocity of the fluid, ux, and the shear stress, R,, by: 
R, = Ha(—du;/dr) (from equation 3.4) 
If, for the non-Newtonian fluid, pa = k”(—du,/dr) 
then: R, = k” (—dux/dr)(—dux/dr) 
= k" (—du;/dr}? 
Combining the two equations for R,: 


—AP 


M ra E 
k (—du,,/dr) =(= ) 
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du, SAPNI 
or: Ba oa E A gl Oage 
dr 2k"l 
Of RAP VO 
—Uu; = — r°/2 + constant. 
3 \ 2k 





When r = a (at the wall), uy = 0 and the constant = — 





1/2 
mo pein Tale 
3 \ 2k" 


=AP\"/* 9 
k — 3/2 3/2 
and: uy = (=) 34 [2 r / yr 


The volumetric flowrate Q is: 


1/2 5 
5/2 
T dQ = 2rruy dr = 27 (= yer r) Fi (ræ — r’ )dr 


1/2 1/2 
=e ZAF 2 2 ji _ 2a (—AP qil2 
2k" 3 \14 7 2k" 


PROBLEM 3.30 


Determine the yield stress of a Bingham fluid of density 2000 kg/m? which will just flow 
out of an open-ended vertical tube of diameter 300 mm under the influence of its own 
weight. 








Solution 


The shear stress at the pipe wall, Ro, in a pipe of diameter d, is found by a force balance 
as given Volume 1, Section 3.4.1: 


(—Ro)a dl = (—AP)(1/4)d? 


or: —Ro = (—AP)(d/41) (equation 3.6) 
If the fluid just flows from the vertical tube, then: 
—AP/I = pg 
and: —Ro = pg(d/4) = (2000 x 981 x 0.3)/4 = 1472 N/m? 


PROBLEM 3.31 


A fluid of density 1200 kg/m? flows down an inclined plane at 15° to the horizontal. If 
the viscous behaviour is described by the relationship: 


du, \" 
Ry = —k 
dy 
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where k = 4.0 Ns°4/m? and n = 0.4, calculate the volumetric flowrate per unit width if 
the fluid film is 10 mm thick. 


Solution 


Flow with a free surface is discussed in Section 3.6 and the particular case of laminar 
flow down an inclined surface in Section 3.6.1. For a flow of liquid of depth 6, width w 
and density pọ down a surface inclined at an angle 0 to the horizontal, a force balance in 
the x direction (parallel to the surface) may be written. The weight of fluid flowing down 
the plane at a distance y from the free surface is balanced by the shear stress at the plane. 
For unit width and unit height: 


—R = pg sin 0y 
Rx = —k(d,/dy)” and k(du,/dy)" = pg sin 0y 
Substituting k = 4.0 Ns?4/m?, n = 0.4, p = 1200 kg/m? and 6 = 15°: 
4.0(du,/dy)°* = (1200 x 9.81 x sin 15°)y 
or: (du, /dy = 762y) and du,/dy = 1.60 x 10’ y*> 
ux = 4.57 x 10°y>> + constant 
When the film thickness y = ô = 0.01 m, uy = 0. Hence 0 = 0.457 + c and c = —0.457. 
u, = 4.57 x 10° y3> — 0.457 


The volumetric flowrate down the surface is then: 


Q w 0 
i dQ = | l. ux dw dy 
0 0 J0.01 


or, for unit width: Q/W = f (4.57 x 10°35 — 0.457) dy = 0.00357 (m3/s)/m 


PROBLEM 3.32 


A fluid with a finite yield stress is sheared between two concentric cylinders, 50 mm long. 
The inner cylinder is 30 mm diameter and the gap is 20 mm. The outer cylinder is held 
stationary while a torque is applied to the inner. The moment required just to produce 
motion is 0.01 Nm. Calculate the torque needed to ensure all the fluid is flowing under 
shear if the plastic viscosity is 0.1 Ns/m?. 


Solution 


Concentric-cylinder viscometers are in widespread use. Figure 3d represents a partial 
section through such an instrument in which liquid is contained and sheared between the 
stationary inner and rotating outer cylinders. Either may be driven, but the flow regime 
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Pointer 







A Retaining spring 


= 


Rotating outer 
cylinder 


Stationary inner 
cylinder 


Figure 3d. Partial section of concentric-cylinder viscometer 


which is established with the outer rotating and the inner stationary is less disturbed by 
centrifugal forces. The couple transmitted through the fluid to the suspended stationary 
inner cylinder is resisted by a calibrated spring, the deflection of which allows calculation 
of the torque, T, and hence the inner wall shearing stress R; is given by: 


T= —R; Fi 2nrj;h 


This torque T originates from the outer cylinder which is driven at a uniform speed. On 
the inner surface of the outer cylinder the shear stress is R, and: 


T = —Roro2aroh 


aS 
ec 2nrzh 

-T 
and: Ri =— 
2nrzh 


For any intermediate radius r, the local shear stress is: 


R= —T _pR r2 _R r? 
"Onrh ° Nrj) P2 


In this example, r; = 0.015 m, 72 = 0.035 m, h = 0.05 m and T = 0.01 Nm which just 
produces motion at the surface of the inner cylinder. 
Using these equations: 


R; = T /(27r?h) = [0.01/(2 x 0.015? x 0.05)] = 141.5 N/m? 
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As motion just initiates under the action of this torque, this shear stress must equal the 
yield stress and: 
Ry = 141.5 N/m? 


If all the fluid is to be in motion, the shear stress at the surface of the outer cylinder must 
be at least this value and the shear stress at the inner cylinder will be higher, and will be 
given by: 

Ri = R,(ro/7;)° = (141.5(0.035/0.015)] = 770 N/m? 
The required torque is then: 


T = R; x 27r?h = (770 x 2x x 0.015* x 0.05) = 0.054 Nm 


PROBLEM 3.33 


Experiments with a capillary viscometer of length 100 mm and diameter 2 mm gave the 
following results: 


Applied pressure (N/m?) Volumetric flowrate (m?/s) 
1 x 10° 1 x 10-7 
2 x 10° 2.8 x 1077 
5 x 103 1.1 x 1076 
1 x 104 3 x10% 
2x10 9 x10% 
5x 10 3.5 x 1075 
1 x 10° 1 x107 


Suggest a suitable model to describe the fluid properties. 


Solution 


Inspection of the data shows that the pressure difference increases less rapidly than the 
flowrate. Taking the first and the last entries in the table, it is seen that when the flowrate 
increases from 1 x 1077 to 1 x 1074 m?/s, that is by a factor of 1000, the pressure differ- 
ence increases from 1 x 10° to 1 x 10° N/m? that is by a factor of only 100. In this way, 
the fluid appears to be shear-thinning and the simplest model, the power-law model, will 
be tried. 

From equation 3.136: 


Q = (1 /4)d7u = (—AP/4kl)!” [n/(6n ae 2)](1/4)d Ort Din 
Using the last set of data: 


1.0 x 1074 = [(1 x 10°)/(4k x 0.1)]!/" (7/8) (n/n + 1))2 x 10-302 FD/ 
or: Q = K(—AP)'/" 
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A plot of Q against — AP on logarithmic axes, shown in Figure 3e, gives a slope, (1/n) = 
1.5 which is constant over the entire range of the experimental data. 
This confirms the validity of the power-law model and, for this system: 








n = 0.67 
104 - 
Slope, 1/n= 1.5 
105 
Q 
oO 
E 
G 
10% H 
107 l l | 
10° 104 105 108 
—AP (N/m?) 
Figure 3e. 


The value of the consistency coefficient k may be obtained by substituting n = 0.67 and 
the experimental data for any one set of data and, if desired, the constancy of this value 
may be confirmed by repeating this procedure for each set of the data. 

For the last set of data: 


Q = (1/4)d7u 
= (—AP/4k1)!/"[n/(6n + 2)|(/4)dS"*)/" (from equation 3.136) 
Thus: 1x 1074 = [(1 x 10°)/(4 x 0.1k)]!°(1/9)(1/4)(002)*° 
and: k = 0.183 Ns” m? 
In S.I. units, the power-law equation is therefore: 
R = 0.183 (dux /dy)? 
or: t = 0.183)” 
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PROBLEM 3.34 


Data obtained with a cone and plate viscometer, cone half-angle 89° cone radius 50 mm, 
were: 


cone speed (Hz) measured torque (Nm) 
0.1 4.6 x 107! 
0.5 7 x10! 
1 1.0 
5 3.4 
10 6.4 
50 3.0 x 10 


Suggest a suitable model to describe the fluid properties. 


(O) 


N 


Figure 3f. Cone and plate viscometer 


Solution 


A cone and plate viscometer, such as the Ferranti—Shirley or the Weissenberg instru- 
ments, shears a fluid sample in the small angle (usually 4° or less) between a flat surface 
and a rotating cone whose apex just touches the surface. Figure 3f illustrates one such 
arrangement. This geometry has the advantage that the shear rate is everywhere uniform 
and equal to w/sin@, since the local cone velocity is wr and the separation between the 


48 CHEMICAL ENGINEERING VOLUME 1 SOLUTIONS 


solid surfaces at that radius is r sin@ where w is the angular velocity of rotation. The shear 
stress R, acting on a small element or area dr wide will produce a couple —2zrdrR,r 
about the axis of rotation. With a uniform velocity gradient at all points in contact with the 
cone surface, the surface stress R will also be uniform, so that the suffix can be omitted 
and the total couple about the axis is: 


ro 2 
—C =i 2nr? Rdr = <zrgR 
0 3 
The shear stress within the fluid can therefore be evaluated from this equation. 
In this problem, 6 = 1° = 0.0175 rad and rọ = 0.05 m 
When the cone speed is 0.1 Hz, œ = 27 x 0.1 = 0.628 
Hence the shear rate, w/ sin @ = (0.628/0.0175) = 36 s7! 

3c 
When c = 4.6 x 107? Nm, R = (3 x 4.6 x 107?/(2r x 0.053)) = 176 N/m? 

The remaining data may be treated in the same way to give: 


The shear stress is given by: R = 


Cone speed Shear rate Torque Shear stress 
(Hz) (s7!) (Nm) (N/m’) 
0.1 36 0.46 1760 
0.5 180 0.70 2670 
1 360 1.0 3820 
5 1800 3.4 13000 
10 3600 6.4 24500 
50 18000 30.0 114600 


These data may be plotted on linear axes as shown in Fig. 3.24 or on logarithmic axes 
as in Fig. 3.26 given here as Figs 3g and 3h, respectively. 

It will be seen from Fig. 3g that linear axes produce an excellent straight line with 
an intercept of 1500 N/m? and this indicates a Bingham plastic type of material whose 
characteristics are described by equation 3.122 


du, 


|R| = R, = Up dy 


(equation 3.122) 








From Fig. 3g, the slope is up = 6.4 Ns/m? and the graph confirms Bingham plastic 
behaviour. ——— 
PROBLEM 3.35 


Tomato purée of density 1300 kg/m? is pumped through a 50 mm diameter factory 
pipeline at a flowrate of 0.00028 m?/s. It is suggested that in order to double production: 


(a) a similar line with pump should be put in parallel to the existing one, or 
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Figure 3h. 


(b) a large pump should force the material through the present line, or 


(c) a large pump should supply the liquid through a line of twice the cross-sectional 
area. 


Given that the flow properties of the purée can be described by the Casson equation: 
du, \ "2 
(-R,)"? = (Ry)? + (~u) 
dy 


where Ry is a yield stress, here 20 N/m?, Hc is a characteristic Casson plastic viscosity, 
5 Ns/m?, and du,/ d, is the velocity gradient, evaluate the relative pressure drops of the 
three suggestions, assuming laminar flow throughout. 
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Solution 


The Casson equation is a particular form of equation 3.122 which applies to a number of 
foodstuffs as well as tomato puree. 


dux 1/2 
(-Ry)'? = (Ry)? + (~u) 


dy 
du, \ 1/2 
; See =f Ry? — (psi? 
or (-u =) (—Ry) (-Ry) 
: B duy z T = 1/2 
and: Hegy = (Rr) + (Ry) = 2(R,Ry) 
du, 


1 
-5 GRD + CRY) — OR Ry)!”) 


The Rabinowitch—Mooney equation gives the total volumetric flowrate Q through the 
pipe as: 
Q 1 


Rw 
25 2 i 
Ta = a (Ry) F (Ry) dRy (equation 3.149) 


where a is the pipe radius and R,, is the stress at the wall. Substituting for f(R,): 


Q 1 By 
aa ae f (R? + R?Ry + 2R?’ RY) dR, 


R 
1 [Rf RRy 4; n 
{7} * 97/2 pl/2 
UR? | ms Eao 








4 3 
0 


1 [Re Ry 4 ae oe 
= — | — + — + REAR 
a | + r X% 


In this problem, Ry = 20 N/m?, ue = 5 Ns/m?, Q = 2.8 x 1074 m?/s, a = 0.025 m 
and substituting these values, R,, = 030.24 N/m’. 
From equation 3.138, Ry = (D/4)(—AP/1) = 30.24 N/m? 


and: (—AP/1) = 2420 (N/m7)/m 


For case (a), the pressure drop will remain unchanged. 
For case (b), the flowrate = 2Q and substituting 2Q for Q enables R, to be recalculated 
as 98.0 N/m? and (—AP/I) to be determined as 7860 (N/m7)/m. 


For case (c), the flowrate = 2Q and the pipe diameter = a2. Again recalculation of 
R, gives a value of 14.52 N/m? and (—AP//) = 821 (N/m”)/m. 
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PROBLEM 3.36 


The rheological properties of a particular suspension can be approximated reasonably well 
by either a “power law” or a “Bingham plastic” model over the shear rate range of 10 
to 50 s!. If the consistency k is 10 Ns"/m? and the flow behaviour index n is 0.2 in 
the power law model, what will be the approximate values of the yield stress and of the 
plastic viscosity in the Bingham plastic model? 

What will be the pressure drop when the suspension is flowing under laminar condi- 
tions in a pipe 200 m long and 40 mm diameter, when the centre line velocity is 1 m/s, 
according to the power law model? Calculate the centre line velocity for this pressure 
drop for the Bingham plastic model and comment on the result. 


Solution 


See Volume 1, Example 3.10. 


PROBLEM 3.37 


Show how, by suitable selection of the index n, the power-law may be used to describe 
the behaviour of both shear-thinning and shear-thickening non-Newtonian fluids over a 
limited range of shear rates. What are the main objections to the use of the power law? 
Give some examples of different types of shear-thinning fluids. 

A power-law fluid is flowing under laminar conditions through a pipe of circular cross- 
section. At what radial position is the fluid velocity equal to the mean velocity in the 
pipe? Where does this occur for a fluid with an n-value of 0.2? 


Solution 


Steady state shear-dependent behaviour is discussed in Volume 1, Section 3.7.1. 


For a Newtonian fluid, R= pu— (equation 3.4) 


d n 
For a non-Newtonian power law fluid, R = k (=) (equation 3.119) 
y 


du\"~! / du du 
=k|— a | = Haz 
dy dy dy 
du 


n—1 
where the apparent viscosity Ug = k (=) 
y 
When n < 1, shear-thinning behaviour is represented 
n > l, shear-thickening behaviour is represented 
n = 1, the behaviour is Newtonian. 
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For shear-thinning fluids, Ha — oo at zero shear stress and Qa — O at infinite shear 
stress. Paint often exhibits shear thinning behaviour as its apparent viscosity is very high 
while in the can and when just applied to a wall but its apparent viscosity is very low as 
the brush applies it to the surface when it flows readily to give an even film. Toothpaste 
remains in its tube and on the brush when not subjected to shear but when sheared, as it 
is when the tube is squeezed, it flows readily through the nozzle to the brush. 

For a fluid flowing in a pipe of radius a, length / with a central core of radius r, a 
force balance gives: 





2 du, |” 
—APrr =k |— F 2nrl 
r 





—APr | =| 
=k 














21 dr 
du, FRAP) i 
or: Sees ee r 
dr 2kl 
alee —AP]'/" n ml iG 
ntegrating: =u, = | —— ron 
PAR ki | ntl 
—Ap yt" n+l 
When r = a, u, = 0 and C = — | —— aa 
2kl n+l 
—AP]'/" n n+l n+l 
uy = | — — jan —r n 
oa a | 
The mean velocity is u given by the volumetric flow/area 
1 Q 1 i 
or: u=— | a= — | 2yr dr uy 
wa 0 TA 0 








1 —AP\!” n af ntl 2n+1 
u = — | — >a] anr-rn dr 
zra? \ 2kl n+1 0 


—AP\¥" n ntl 
u= an 
2kl 3n +1 


When the mean velocity = average velocity, then: 


-AP\'” n ntl —AP\!” n n+l n+l 
—_ —qnrn = -——- ——— jan —rn 
alar a) el 




















1 are n+1 
a ~ 3n+1 
r 2n mH 
or: -= 
a 3n+ 1 
0.2 


r .4\ 12 
When n = 0.2 then: -= (2%) = 0.794 
a 
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PROBLEM 3.38 


A liquid whose rheology can be represented by the power-law model is flowing under 
streamline conditions through a pipe of 5 mm diameter. If the mean velocity of flow is 
1 m/s and the velocity at the pipe axis is 1.2 m/s, what is the value of the power law 
index n? 

Water, of viscosity 1 mNs/m? flowing through the pipe at the same mean velocity gives 
rise to a pressure drop of 104 N/m? compared with 10° N/m? for the non-Newtonian fluid. 
What is the consistency (“k” value) of the non-Newtonian fluid? 


Solution 


In problem 3.37, the mean velocity, u, is shown to be: 


—AP\!/" ntl n 
H= -———- an — 
( 2kl ) 3n +1 


and the velocity at any distance y from the pipe axis is: 


SAPS Ih n ntl ntl 
Ur, = an ron 
2kl n+1 


The maximum velocity, Umax, Will occur when y = 0 and: 
—AP\'" n ntl 
PR None | Sana 


Umax _ 1.2 _ 3n+1 
u 10 n+l 

















and n = 0.111 





—AP\'/" ntl n 
As shown previously: u= | — an 
2kl 3n +1 


When n = 0.111 for the non-Newtonian fluid, — AP = 105 N/m? and u = 1 m/s 


105\ ° 
l= (=) q'9 x 0.083 


When n = 1 for water, —AP = 10* N/m? and u = 1 m/s and k = u. 


107 
1= ( — )a@ x 0.25 
(sa) aie 


10° 
or: 1 = | — 
2ul 


TEA ox 10 


Sy 3.81 x 1076 





8 x 3.81 x 1076 


9 
9 
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From which, when a = 0.0025 m and u = 1 x 1073 Ns/m?, 
k = 6.24 Ns” /m? 


PROBLEM 3.39 


Two liquids of equal densities, the one Newtonian and the other a non-Newtonian “power- 
law” fluid, flow at equal volumetric rates down two wide vertical surfaces of the same 
widths. The non-Newtonian fluid has a power-law index of 0.5 and has the same apparent 
viscosity, in SI units, as the Newtonian fluid when its shear rate is 0.01 s71. Show that, 
for equal surface velocities of the two fluids, the film thickness for the Newtonian fluid 
is 1.125 times that of the non-Newtonian fluid. 


Solution 


For a power-law fluid: 





du\” i 
R=k\| — (equation 3.121) 
dy 
du\"—! / dux i 
= k| — = Haldux/dy) (equation 3.122) 
dy dy 


where ua is the apparent velocity = k(du,/dy)"~! 
For a Newtonian fluid: 





dux . 
R=pu ( = ) (equation 3.3) 
y 


When n = 0.5 and (du,/dy) = 0.01, u = Ha and: 
Ua = u = k(du,/dy)" | = k(0.01) °° = 10 k = u and k = 0.1. 
The equation of state of the power-law fluid is therefore: 
R = 0.1(du,/dy)°? 


For a fluid flowing down a vertical surface, length / and width w and film thickness S, 
at a distance y from the solid surface, a force balance gives: 


(S — y)wlpg = Rwl = k(du,/dy)" wl 











d M 1/n 
or: £ = (=) (S — y)!” 
dy k 
1/n n+l 
and: uy = (=) (S— y)» (-=) + const. 
pg\i/n ntl n 
When y = 0, uy = 0 and the constant = (2) S n 
K n+1 


f o (eg\tin n ntl n+l 
and: Ux = (=) et [s —(S—y) 
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At the free surface where y = S: 


E 0 


The volumetric flowrate Q is given by: 


s pg 1/n n n+l n+l 
= d ing Sn —s— n 
Q f» Gs (5) ( mid ) 























Ps) l/n n 2n+1 os 
= = S n 
k ( k (= F z) (i) 
For the non-Newtonian fluid, k = 0.14, n = 0.5 and equation (ii), when expressed in S.I. 
units, becomes: 
pg \* pgs?\” 
=w (4) x 0.25 sł = 25 w (==) Gii) 
O.lu u 


For the Newtonian fluid, n = 1 and k = w and substituting in equation (ii): 


Q=w (2) x 0.3383, (iv) 


where Sy is the thickness of the Newtonian film. 
For equal flowrates, from equations (iii) and (iv): 


2\ 2 
25w (==) = 0.33w (=) s, 
u u 
or: Sa =75 (2) st (v) 
u 


For equal surface velocities, the term (og/K) in equation (i) can be substituted from 
equation (v) and: 


2 
For the non-Newtonian fluid: uş = (4) x 0.3353 
lu 


2 


s3 
= 100 ( —=— | x 0.3383 
7584 


= 0.005925%, /S5 





For the Newtonian fluid: us = (=) x 0.553, 
u 


s3 
= (2) x 0.552, = 0.006783 /S* 


and: Sy /S = (0.00667/0.00592) = 1.126 
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PROBLEM 3.40 


A fluid which exhibits non-Newtonian behaviour is flowing in a pipe of diameter 70 mm 
and the pressure drop over a 2 m length of pipe is 4 x 104 N/m’. When the flowrate is 
doubled, the pressure drop increases by a factor of 1.5. A pitot tube is used to measure 
the velocity profile over the cross-section. Confirm that the information given below is 
consistent with the laminar flow of a power-law fluid. 

Any equations used must be derived from the basic relation between shear stress R and 
shear rate: 


R=k(y)" 
radial distance from centre velocity 
of pipe (s mm) (m/s) 
0 0.80 
10 0.77 
20 0.62 
30 0.27 
Solution 
For a power-law fluid: 
At the initial flowrate: 4 x 10* = ku" 
With a flow of: 6 x 104 = k(2u)" 
Dividing: 1.5:=2° 
and hence: n = 0.585 
For the power-law fluid: 
du, |” 
R=k Mx 
dy 








A force balance on a fluid core of radius s in pipe of radius r gives: 


R 2rsl = —APrs? 


or: R, =k ae = =a 
ds 21 


du, BPN in 
= = —>=— S 
ds 2kl 


i AP\'/" (on n+l 
Integrating: —Uy; = (-2) (=) s n + constant 
S n 
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When s = r, uy = Q (the no-slip condition): 


1 
AP\in pas 
2kl +1 





and hence the constant = — (= 


AP 1/n 
ux = 
(-5) a 
AP\ I” 
w= (SF kl ) Gm 


and hence: a (a # 
r 


SN 2.71 
-1-8 
r 


The following data are obtained for a pipe radius of r = 35 mm: 


Substituting: 











On the centre line: 











at when n = 0.585 : 





experimental 
Ux g\271 
radius s (mm) sj (-) uy (m/s) Uy /UCL 
UCL r 
0 1 0.80 1 
10 0.966 0.77 0.96 
20 0.781 0.62 0.77 
30 0.341 0.27 0.34 


Thus, the calculated and experimental values of u,/uc_, agree within reasonable limits of 
experimental accuracy. 


PROBLEM 3.41 


A Bingham-plastic fluid (yield stress 14.35 N/m? and plastic viscosity 0.150 Ns/m7) is 
flowing through a pipe of diameter 40 mm and length 200 m. Starting with the rheological 
equation, show that the relation between pressure gradient —AP// and volumetric flowrate 
Q is: 


bak ex 
3 153 


m(—AP)r* | 4 1 


where / is the pipe radius, up is the plastic viscosity, and X is the ratio of the yield stress 
to the shear stress at the pipe wall. 

Calculate the flowrate for this pipeline when the pressure drop is 600 kN/m’. It may 
be assumed that the flow is laminar. 
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Solution 


For a Bingham-plastic material, the shear stress R, at radius s is given by: 


du, 
Rs — Ry = +uUp m (Rs S Ry) 
ds 
du, 
— =0 (R; < Ry) 
ds 


The central unsheared core has radius re = r(Ry/R) (where r = pipe radius and R = 
wall shear stress) since the shear stress is proportional to the radius s. 
In the annular region: 








du, 1 1 sS 
— = — (R — Ry) = — (-aP> — Ry) (from a force balance) 
ds u Up 21 
1 s? 
—uy = - faun = — | —AP— — Rys } + constant 
Up 4l 
For the no-slip condition: ux = 0, when s =r 
1 r? 
Thus: 0 = — | —AP— — Rys | + constant 
Up 4l 
1 {-AP > 5 
and: uy = — (r — s“ )— Ry(r— s) 
Up 4l 
PO 2R 
Substituting: —AP = — 
l/r 
1 (R 
Us = fie- D-re- (i) 
Up (2r 


The volumetric flowrate through elemental annulus, dQ, = us27sds 





"1 [fR 3 3 
Thus: a= f (r° — s^) — Ry (r — s) ẹ 27sds 
Fe Mp 2r 


_ 2m p 1 (rs? st Ry (rs? 8 á 
up (r\2 4 Te Bp. 
este Ry Ry 
Writing oa = X andr. = re then : 
27 1/r rí PP 1 (X?r* Xr’ 
SS es EN ED (en SS £ 
Up 2r \2 4 2: 3 2r 2 4 
r3X2 r3X3 
> ee ees 
$ ( g )} 


afi 1 
= —— r —-— -X — 
Mp 


Oa 
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Rr? 5 
a f1- 4/3x 2x? + 4x3 — ext (ii) 
4up 3 





In the core region 


Substituting: s = re = (Ry/R)r = Xr in equation (i) for the core velocity ue gives: 





1 R 
u= X?r’) Ry(r x, 
Up (2r 








R, £ 4 } R, A 5 
Pe VE -X)-X(1-X) {21 — X?) — 4X +. 4x)} 

Mp (2 4p 

R, 


= E ON 
rie } 





The flowrate through the core is: uer? = u-tX?r? = Qe 


Rr 22 2 
Thus: Qc = — nX" r {2 — 4X + 2X°} 
Alp 
R 3 
= ST fox? — 4x3 + 2x4} 
Alp 


The total flowrate is: (Q4 + Q.) = Q 








mRr° 4 174 

and: Q= TR {1 — 4X + 4X7} 
—APr 
Putting R= then : 
21 
m(—AP)r* 4 1 
qo oy DL G 
Q Sie {1 — 3X + 3X°) 
When: —AP = 6 x 10° N/m?, 1 = 200m d= 40 mm and r = 0.02 m. 
r 0.02 
Then: R=-—AP— = —— x 10° = 30 N/m? 
en zI 6 x 400 x 10 30 N/m 
Hp = 0.150 Ns/m?* 
Ry = 14.35 N/m? 

R 14. 
and: EN 8 2 8 

R 30 

(21)(6 x 10°)(0.02)* { 4 1 3} 
Thus: i ee ee BOATS O98 

i 8 x 200 x 0.150 a egal) 


= 0.000503 m3/s 


SECTION 4 


Flow of Compressible Fluids 


PROBLEM 4.1 


A gas, having a molecular weight of 13 kg/kmol and a kinematic viscosity of 0.25 cm?/s, 
flows through a pipe 0.25 m internal diameter and 5 km long at the rate of 0.4 m?/s 
and is delivered at atmospheric pressure. Calculate the pressure required to maintain this 
rate of flow under isothermal conditions. The volume occupied by 1 kmol at 273 K and 
101.3 kN/m? is 22.4 m?. What would be the effect on the required pressure if the gas 
were to be delivered at a height of 150 m (i) above, and (ii) below its point of entry into 
the pipe? 


Solution 


From equation 4.57 and, as a first approximation, omitting the kinetic energy term: 
(P2 — P1)/Um + 4(R/ pu’ )(l/d)(G/A)y” = 0 


At atmospheric pressure and 289 K, the density = (13/22.4)(273/289) = 0.542 kg/m? 
Mass flowrate of gas, G = (0.4 x 0.542) = 0.217 kg/s. 


Cross-sectional area, A = (7/4)(0.25)? = 0.0491 m’. 
Gas velocity, u = (0.4/0.0491) = 8.146 m/s 


G/A = (0.217/0.0491) = 4.413 kg/m’s 
Reynolds number, Re = pdu/ 
= (0.25 x 8.146/0.25 x 1074) = 8.146 x 104 
From Fig. 3.7, for e/d = 0.002, R/pu = 0.0031 

vy = (1/0.542) = 1.845 m°? /kg 

vı = (22.4/13)(298/273)(101.3/P)) = 190.5/P; m>/kg 
and: Um = (0.923P; + 95.25)/P, m3/kg 
Substituting in equation 4.57: 

P, (Pı — 101.3)107/(0.923P, + 95.25) = 4(0.0031)(5000/0.25) (4.726) 

and: P, = 111.1 KN/m? 
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The kinetic energy term = (G/A)* In(P1/P2) = (4.413)? In(111.1/101.3) 
= 1.81 kg?/m*s? 


This is negligible in comparison with the other terms which equal 5539 kg”/m*s? so 
that the initial approximation is justified. If the pipe is not horizontal, the term g dz in 
equation 4.49 must be included in the calculation. If equation 4.49 is divided by v”, this 
term on integration becomes gAz/v7.. 


Um = (0.923 x 111.1 + 95.25)/111.1 = 1.781 m3/kg 
Vair = (24.0/29) = 0.827 m°? /kg 
As the gas is less dense than air, Vm is replaced by (Vair — Um) = —0.954 m° /kg. 
gAz/vž, = (9.81 x 150/0.954°) = 1616 N/m? or 0.16 KN/m? 
(i) If the delivery point is 150 m above the entry level, then since gas is less dense, 


P, = (111.1 — 0.16) = 110.94 kN/m? 


(ii) If the delivery point is 150 m below the entry level then, 


P, = (111.1 + 0.16) = 111.26 kN/m? 


PROBLEM 4.2 


Nitrogen at 12 MN/m? pressure is fed through a 25 mm diameter mild steel pipe to a 
synthetic ammonia plant at the rate of 1.25 kg/s. What will be the pressure drop over 
a 30 m length of pipe for isothermal flow of the gas at 298 K? Absolute roughness 
of the pipe surface = 0.005 mm. Kilogram molecular volume = 22.4 m°. Viscosity of 
nitrogen = 0.02 mN s/m’. 


Solution 


Molecular weight of nitrogen = 28 kg/kmol. 
Assuming a mean pressure in the pipe of 10 MN/m’, the specific volume, Vm at 
10 MN/m? and 298 K is: 


Um = (22.4/28)(101.3/10 x 10°)(298/273) = 0.00885 m? /kmol 


Reynolds number, pud/j = d(G/A)/|1). 
A = (1/4)(0.025)* = 4.91 x 107? m?. 
<. (G/A) = (1.25/4.91 x 1073) = 2540 kg/m?s 


and: Re = (0.025 x 2540/0.02 x 1073) = 3.18 x 10° 
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From Fig. 3.7, for Re = 3.18 x 10° and e/d = (0.005/25) = 0.0002, 
R/pu* = 0.0017 
In equation 4.57 and neglecting the first term: 
(Pa — P1)/Um + 4(R/ pu? )(l/d)(G/AY = 0 
or: Pi — Py = 4vm(R/pu?)(1/d)(G/AY* 
= 4 x 0.00885(0.0017)(30/0.025)(2540)" 


= 466,000 N/m? or 0.466 MN/m* 

This is small in comparison with Pı = 12 MN/m?, and the average pressure of 
10 MN/m? is seen to be too low. A mean pressure of 11.75 kN/m? is therefore selected 
and the calculation repeated to give a pressure drop of 0.39 MN/m?. The mean pressure 
is then (12 + 11.61)/2 = 11.8 MN/m? which is close enough to the assumed value. 


It remains to check if the assumption that the kinetic energy term is negligible is 
justified. 


Kinetic energy term = (G/A)* In(P}/P2) = (2540) In(12/11.61) = 2.13 x 10°kg2/m4s2 


The term (Pı — P2)/um, where Um is the specific volume at the mean pressure of 
11.75 MN/m? = (0.39 x 10°)/0.00753 = 5.18 x 10’ kg”/m's. 
Hence the omission of the kinetic energy term is justified 


and the pressure drop = 0.39 MN/m? 


PROBLEM 4.3 


Hydrogen is pumped from a reservoir at 2 MN/m/? pressure through a clean horizontal mild 
steel pipe 50 mm diameter and 500 m long. The downstream pressure is also 2 MN/m? 
and the pressure of this gas is raised to 2.6 MN/m” by a pump at the upstream end of 
the pipe. The conditions of flow are isothermal and the temperature of the gas is 293 K. 
What is the flowrate and what is the effective rate of working of the pump? Viscosity of 
hydrogen = 0.009 mN s/m? at 293 K. 


Solution 


Neglecting the kinetic energy term in equation 4.55, then: 

(P3 — P{)/2Piv + 4(R/pu)(I/d)(G/AY’ = 0 
where P = 2.6 MN/m* and Pz = 2.0 MN/m’. 
Thus: vı = (22.4/2)(293/273)(0.1013/2.6) = 0.468 m3/kg 


If Re = 10’ and e/d = 0.001, from Fig. 3.7, R/pu* = 0.0023. 
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Substituting: 
(2.07 — 2.67)10!7/(2 x 2.6 x 10° x 0.468) + 4(0.0023)(500/0.05)(G/A)* = 0 
from which G/A = 111 kg/m’s. 
Re = d(G/A)/ = (0.05 x 111/(0.009 x 107°) = 6.2 x 10° 


Thus the chosen value of Re was too high. If Re is taken as 6.0 x 10° and the problem 
reworked, G/A = 108 kg/m’s and Re = 6.03 x 10° which is in good agreement. 


A = (2/4)(0.05)? = 0.00197 m? 
and: G = 108 x 0.00197 = 0.213 kg/s 


The power requirement is given by equation 8.71 as (1/n)GP v, In(P; /P2) 
If a 60% efficiency is assumed, then the power requirement is: 


= (1/0.6) x 0.213 x 2.6 x 10° x 0.468 In(2.6/2) 
= (1.13 x 10°) W or 113 kW 





PROBLEM 4.4 


In a synthetic ammonia plant the hydrogen is fed through a 50 mm steel pipe to the 
converters. The pressure drop over the 30 m length of pipe is 500 kN/m?, the pressure 
at the downstream end being 7.5 MN/m*. What power is required in order to overcome 
friction losses in the pipe? Assume isothermal expansion of the gas at 298 K. What error 
is introduced by assuming the gas to be an incompressible fluid of density equal to that 
at the mean pressure in the pipe? u = 0.02 mNs/m’. 


Solution 


If the downstream pressure = 7.5 MN/m? and the pressure drop due to friction = 
500 kN/m?, the upstream pressure = 8.0 MN/m” and the mean pressure = 7.75 MN/m’. 
The mean specific volume is: Um = (22.4/2)(298/273)(0.1013/7.75) = 0.16 m3/kg 


and: vy = (22.4/2)(298/273)(0.1013/8.0) = 0.15 m3/kg 


It is necessary to assume a value of R/pu’, calculate G/A and the Reynolds number and 
check that the value of e/d is reasonable. If the gas is assumed to be an incompressible 
fluid of density equal to the mean pressure in the pipe and R/pu” = 0.003, the pressure 
drop due to friction = 500 kN/m? is: 


(500 x 10°/0.16) = 4(0.003)(30/0.05)(G/A)” 
and G/A = 658 kg/m’s. 
Re = d(G/A)/w = (0.05 x 658/0.02 x 1073) = 1.65 x 10° 
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From Fig. 3.7 this corresponds to a value of e/d of approximately 0.002, which is 
reasonable for a steel pipe. 
For compressible flow: 


(G/A)* In(P /P2) + (P3 — P?) /2Pivi + 4(R/pu*)(l/d)(G/AY =0 (equation 4.55) 
Substituting: 
(G/A)’ In(8.0/7.5) + (7.5? — 8.07)10!7/(2 x 8.0 x 10° x 0.15) 
+ 4(0.003)(30/0.05)(G/A)* = 0 


from which: G/A = 667 kg/m’s and G = 667 x (s/4)(0.05)? = 1.31 kg/s 
Little error is made by the simplifying assumption in this particular case. 
The power requirement is given by equation 8.71: 


= (1/n)GP;v In(P;/P2) 
If the compressor efficiency = 60%, 
power requirement = (1/0.6) x 1.31 x 8.0 x 10° x 0.15 In(8/7.5) 
= (1.69 x 10°) W or 169 kW 





PROBLEM 4.5 


A vacuum distillation plant operating at 7 kN/m? pressure at the top has a boil-up rate of 
0.125 kg/s of xylene. Calculate the pressure drop along a 150 mm bore vapour pipe used 
to connect the column to the condenser. The pipe length may be taken as equivalent to 
6 m, e/d = 0.002 and u = 0.01 mN s/m”. 


Solution 


From vapour pressure data, the vapour temperature = 338 K and the molecular weight of 
xylene = 106 kg/kmol. 
In equation 4.55: 


(G/A)* In(P1/P2) + (P3 — P?)/2P\v + 4(R/pu2)(1/d)(G/A)? = 0 
Cross-sectional area of pipe, A = (7/4)(0.15)? = 1.76 x 107? m? 
G/A = (0.125/1.76 x 10-7) = 7.07 kg/m’s 


The Reynolds number, is pud/u = d(G/A)/u 
= (0.15 x 7.07/(0.01 x 107°) = 1.06 x 10° 


From Fig. 3.7, with e/d = 0.002 and Re = 1.06 x 10°, (R/pu2) = 0.003. 
Specific volume, vı = (22.4/106)(338/273)(101.3/7.0) = 3.79 m3/kg. 
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Substituting in equation 4.55: 
(7.0)? In(7/P2) + (P3 — 7°) x 10°/2 x 7 x 10° x 3.79 + 4 x 0.003(6/0.15)(7.07)* = 0 


where P3 is the pressure at the condenser (kN/m7). 
Solving by trial and error: 


P> = 6.91 kN/m? 
(Pi — P2) = (7.0 — 6.91) = 0.09 kN/m? or 90 N/m? 


PROBLEM 4.6 


Nitrogen at 12 MN/m” pressure is fed through a 25 mm diameter mild steel pipe to a 
synthetic ammonia plant at the rate of 0.4 kg/s. What will be the drop in pressure over 
a 30 m length of pipe assuming isothermal expansion of the gas at 300 K? What is the 
average quantity of heat per unit area of pipe surface that must pass through the walls in 
order to maintain isothermal conditions? What would be the pressure drop in the pipe if 
it were perfectly lagged? u = 0.02 mNs/m?. 


Solution 


At high pressure, the kinetic energy term in equation 4.55 may be neglected to give: 
(P3 — P})/2Piv + 4(R/pu")(l/d)(G/AY = 0 


Specific volume at entry of pipe, vı = (22.4/28)(300/273)(0.1013/12) 
= 0.00742 m3/kg 


Cross-sectional area of pipe, A = (71/4)(0.025)* = 0.00049 m? 
<. G/A = (0.4/0.00049) = 816 kg/m?s. 
Reynolds number, d(G/A)/jz = 0.025 x 816/(0.02 x 107°) = 1.02 x 10° 
If e/d = 0.002 and Re = 1.02 x 10°, R/pu* = 0.0028 from Fig. 3.7. 
Substituting: (127 — P3)10!7/(2 x 12 x 10° x 0.00742) = 4(0.0028)(30/0.025)(816)" 
and: P3 = 11.93 MN/m? 
and: pressure drop = (12.0 — 11.93) = 0.07 MN/m” = 70 kN/m? 


The heat required to maintain isothermal flow is given in Section 4.5.2 as GAu?/2. 
The velocity at the high pressure end of the pipe = volumetric flow/area 


= (G/A)v; = (816 x 0.0072) = 6.06 m/s 
and the velocity in the plant is taken as zero. 


Thus: GAu?/2 = 0.4 x (6.06)? /2 = 7.34 W 
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Outside area of pipe = (30 x x x 0.025) = 2.36 m?. 
Heat required = (7.34/2.36) = 3.12 W/m? 


This low value of the heat required stems from the fact that the change in kinetic energy 
is small and conditions are almost adiabatic. If the pipe were perfectly lagged, the flow 
would be adiabatic and the pressure drop would then be calculated from equations 4.77 
and 4.72. The specific volume at the low pressure end v2 to be calculated from: 


-1 P (A\? 2 1 
8(R/pu)(I/d) = L +o (=) js (=) | = ri In (2) 
(equation 4.77) 








For nitrogen, y = 1.4 and hence: 


14=1 12x10f/ 1 \7 0.00742 \ ? 
8(0.0028)(30/0.025) = fp eee es Pal iit 
2x14" 0.00742 \ 816 na 


= in Gra 














Solving by trial and error, v = 0.00746 m? /kg. 
Thus: 


1 /G\? Lay? 
5 ($) v + (=) Piv = > ($) v + (=) Pov. (equation 4.72) 


Substitution gives: 


(816)? (0.00742)? /2 + [1.4/(1.4 — 1)]12 x 10° x 0.00742 
= (816) (0.00746)? /2 + [1.4/(1.4 — 1)]P2 x 10° x 0.00746 


and: P; = 11.94 MN/m? 
The pressure drop for adiabatic flow = (12.0 — 11.94) = 0.06 MN/m” or 60 kN/m? 


PROBLEM 4.7 


Air, at a pressure of 10 MN/m? and a temperature of 290 K, flows from a reservoir 
through a mild steel pipe of 10 mm diameter and 30 m long into a second reservoir at a 
pressure P2. Plot the mass rate of flow of the air as a function of the pressure P2. Neglect 
any effects attributable to differences in level and assume an adiabatic expansion of the 
air. u = 0.018 mN s/m’, y = 1.36. 


Solution 


G/A is required as a function of P2. v2 cannot be found directly since the downstream 
temperature T2 is unknown and varies as a function of the flowrate. For adiabatic flow, 
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v2 may be calculated from equation 4.77 using specified values of G/A and substituted in 
equation 4.72 to obtain the value of P2. In this way the required data may be calculated. 


-1 P (/A\? 5 1 

R(E -E |- (2) 

2y v \G v2 Y v 
(equation 4.77) 


0.5(G/A¥ v] + [y/(y — DIPivi = 0.5(G/A¥ 03 + [y/(y — 1)]P2v2 
(equation 4.72) 


8(R/ou°)(l/d) = 














l 0.5(G/AP (oy — v3) + /(v — DIPivi _ 
or: ——)] H, 
[v/v = Deo 


When P> = P; = 10 MN/m?, G/A = 0. 
If G/A is 2000 kg/m’s, then: 


Re = (0.01 x 2000/0.018 x 107°) = 1.11 x 10° 
When e/d = 0.0002, R/pu? = 0.0028 from Fig. 3.7 and: 
vı = (22.4/29)(290/273)(0.1013/10) = 0.0083 m3/kg 


Substituting in equation 4.77: 


6 2 
s0028)00/001) =| = rams : )’ 





2 x 1.36 0.0083 \ 2000 
2 
i 2. 
xli (228) = In ( V2 ) 
v2 1.36 0.0083 
and: v2 = 0.00942 m?/kg. 


Substituting for v2 in equation 4.72 gives: 





Px = [0.5(2000)?(0.00837 — 0.009427) + (1.36/0.36)10 x 10°83) /(1.36/0.36) 
x 0.00942 
and: Py = 8.75 MN/m’. 


In a similar way the following table may be produced. 


G/A(kg/m?s) v2(m3/kg) Pa (MN/m?) 


0 0.0083 10.0 
2000 0.00942 8.75 
3000 0.012 6.76 
3500 0.0165 5.01 
4000 0.025 3.37 


4238 0.039 2.04 
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Figure 4a. 


These data are plotted in Fig. 4a. It is shown in Section 4.5.4, Volume 1, that the 
maximum velocity which can occur in a pipe under adiabatic flow conditions is the sonic 
velocity which is equal to y/yP202. 

From the above table ./yP3v2 at maximum flow is: 





v1.36 x 2.04 x 106 x 0.039 = 329 m/s 
The temperature at this condition is given by P2v2 = RT/M, and: 
T2 = (29 x 0.039 x 2.04 x 10°/8314) = 227 K 


The velocity of sound in air at 227 K = 334 m/s, which serves as a check on the 
calculated data. 


PROBLEM 4.8 


Over a 30 m length of 150 mm vacuum line carrying air at 293 K, the pressure falls 
from 1 kN/m? to 0.1 kN/m’. If the relative roughness e/d is 0.002, what is approximate 
flowrate? 


Solution 


The specific volume of air at 293 K and 1 kN/m? is: 
vı = (22.4/29)(293/273)(101.3/1.0) = 83.98 m3 /kg 


It is necessary to assume a Reynolds number to determine R/pu? and then calculate a 
value of G/A which should correspond to the original assumed value. Assume a Reynolds 
number of 1 x 10°. 
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When e/d = 0.002 and Re = 10°, R/pu? = 0.003 from Fig. 3.7. 
(G/A)* In(P, /P2) + (P5 — P{)/2Piv, + 4(R/pu*)(l/d)(G/AY =0 (equation 4.55) 
Substituting: 
(G/A)’ In(1.0/0.1) + (0.17 — 17) x 10°/(2 x 1 x 10° x 83.98) 
+ 4(0.003)(30/0.15)(G/A)* = 0 


and: (G/A) = 1.37 kg/m’s. 
The viscosity of air is 0.018 mN s/m’. 


z. Re = (0.15 x 1.37)/(0.018 x 107°) = 1.14 x 104 


Thus the chosen value of Re is too high. When Re = 1 x 10t, R/pu? = 0.0041 and 
G/A = 1.26 kg/m’s. 
Re now equals 1.04 x 10+ which agrees well with the assumed value. 


Thus: G = 1.26 x (2/4) x (0.15)? = 0.022 kg/s 


PROBLEM 4.9 


A vacuum system is required to handle 10 g/s of vapour (molecular weight 56 kg/kmol) 
so as to maintain a pressure of 1.5 kN/m? in a vessel situated 30 m from the vacuum 
pump. If the pump is able to maintain a pressure of 0.15 kN/m? at its suction point, what 
diameter of pipe is required? The temperature is 290 K, and isothermal conditions may 
be assumed in the pipe, whose surface can be taken as smooth. The ideal gas law is 
followed. Gas viscosity = 0.01 mN s/m’. 


Solution 


Use is made of equation 4.55 to solve this problem. It is necessary to assume a value of 
the pipe diameter d in order to calculate values of G/A, the Reynolds number and R/pu?. 
If d = 0.10 m, A = (27/4)(0.10)* = 0.00785 m? 


a G/A = (10 x 1073/0.00785) = 1.274 kg/m7s 
and Re = d(G/A)/p = 0.10 x 1.274/(0.01 x 1073) = 1.274 x 10* 


For a smooth pipe, R/pu* = 0.0035, from Fig. 3.7. 
Specific volume at inlet, vı = (22.4/56)(290/273)(101.3/1.5) = 28.7 m? /kg 


(G/A)’ In(P, /P2) + (P3 — P7)/2P1v1 + 4(R/pu’)(l/d)(G/A)” = 0 (equation 4.55) 
Substituting gives: 
(1.274)? In(1.5/0.15) + (0.157 — 1.57) x 10°/(2 x 1.5 x 10° x 28.7) 
+ (0.0035)(30/0.10)(1.274)? = —16.3 


and the chosen value of d is too large. 
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A further assumed value of d=0.05 m gives a value of the right hand side of 
equation 4.55 of 25.9 and the procedure is repeated until this value is zero. 
This occurs when d = 0.08 m or 80 mm. 





PROBLEM 4.10 


In a vacuum system, air is flowing isothermally at 290 K through a 150 mm diameter 
pipeline 30 m long. If the relative roughness of the pipewall e/d is 0.002 and the down- 
stream pressure is 130 N/m?, what will the upstream pressure be if the flowrate of air is 
0.025 kg/s? Assume that the ideal gas law applies and that the viscosity of air is constant 
at 0.018 mN s/m’. 

What error would be introduced if the change in kinetic energy of the gas as a result 
of expansion were neglected? 


Solution 


As the upstream and mean specific volumes vı and vm are required in equations 4.55 and 
4.56 respectively, use is made of equation 4.57: 


(G/AY* In(P;/P2) + (P3 — P{)/(2RT/M) + 4(R/pu’)(l/d)(G/AY = 0 
R = 8.314 kJ/kmol K and hence: 
2RT/M = (2 x 8.314 x 10° x 290)/29 = 1.66 x 10° J/kg 


The second term has units of (N/m7)?/(J/kg) = kg?/s? m* which is consistent with the 
other terms. 


A = (1/4)(0.15)* = 0.0176 m? 
G/A = (0.025/0.0176) = 1.414 
and Re = d(G/A)/p = (0.15 x 1.414)/(0.018 x 107°) = 1.18 x 104 


For smooth pipes and Re = 1.18 x 10t, R/pu* = 0.0040 from Fig. 3.7. Substituting in 
equation 4.57 gives: 


(1.414)? In(P;/130) + (130° — P7)/1.66 x 10° + 4 x 0.0040(30/0.15)(1.414)* = 0 
Solving by trial and error, the upstream pressure, P; = 1.36 kN/m? 
If the kinetic energy term is neglected, equation 4.57 becomes: 


(P? — P{)/(2RT/M) + 4(R/pu’)(l/d)(G/A)” = 0 and P; = 1.04 kN/m? 


Thus a considerable error would be introduced by this simplifying assumption. 
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PROBLEM 4.11 


Air is flowing at the rate of 30 kg/m’s through a smooth pipe of 50 mm diameter and 
300 m long. If the upstream pressure is 800 kN/m”, what will the downstream pressure 
be if the flow is isothermal at 273 K? Take the viscosity of air as 0.015 mN s/m? and 
assume that volume occupies 22.4 mî. What is the significance of the change in kinetic 
energy of the fluid? 


Solution 
(G/A)* In(P| /P2) + (P3 — P7)/2P\v, + 4(R/pu*)(l/d)(G/AY =0 (equation 4.55) 
The specific volume at the upstream condition is: 
vı = (22.4/29)(273/273)(101.3/800) = 0.098 m?/kg 
G/A = 30 kg/m’s 
Re = (0.05 x 30)/(0.015 x 107°) = 1.0 x 10° 


For a smooth pipe, R/pu* = 0.0032 from Fig. 3.7. 
Substituting gives: 


(30) In(800/P2) + (P5 — 800°) x 10°/(2 x 800 x 10° x 0.098) 
+ 4(0.0032)(300/0.05)(30)? = 0 
and the downstream pressure, P2 = 793 kN/m? 


The kinetic energy term = (G/A)? In(800/793) = 7.91 kg? /mts? 
This is insignificant in comparison with 69,120 kg?/mfs? which is the value of the 
other terms in equation 4.55. 


PROBLEM 4.12 


If temperature does not change with height, estimate the boiling point of water at a height 
of 3000 m above sea-level. The barometer reading at sea-level is 98.4 kN/m? and the 
temperature is 288.7 K. The vapour pressure of water at 288.7 K is 1.77 kN/m’. The 
effective molecular weight of air is 29 kg/kmol. 


Solution 


The air pressure at 3000 m is P2 and the pressure at sea level, P; = 98.4 kN/m?. 


[vars fea=0 


v = vı (P/P1) 
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dP 
and: pw [E+ f gae=0 


and: Pivi In(P2/P)) + g(z2 — 21) = 0 
vı = (22.4/29)(288.7/273)(101.3/98.4) = 0.841 m3/kg. 
98,400 x 0.841 In(P2/98.4) + 9.81(3000 — 0) = 0 

and: P, = 68.95 kN/m? 


The relationship between vapour pressure and temperature may be expressed as: 


logP =a+bT 
When, T = 288.7, P = 1.77 KN/m? 
and when, T = 373, P = 101.3 kN/m? 


log P = —5.773 + 0.0209 T 
When P = 68.95, T = 364 K. 


PROBLEM 4.13 


A 150 mm gas main is used for transferring gas (molecular weight 13 kg/kmol and kine- 
matic viscosity 0.25 cm?/s) at 295 K from a plant to a storage station 100 m away, at a 
rate of 1 m?/s. Calculate the pressure drop if the pipe can be considered to be smooth. 

If the maximum permissible pressure drop is 10 kN/m?, is it possible to increase the 
flowrate by 25%? 


Solution 
If the flow of 1 m3/s is at STP, the specific volume of the gas is: 
(22.4/13) = 1.723 m?/kg. 


The mass flowrate, G = (1.0/1.723) = 0.58 kg/s. 
Cross-sectional area, A = (27/4)(0.15)? = 0.0176 m? 


G/A = 32.82 kg/m’s 
u/p = 0.25 cm?/s = 0.25 x 1074 m?/s 
and u = (0.25 x 10-4) (1/1.723) = 1.45 x 107% N s/m? 
Re = (0.15 x 32.82/1.45 x 1075) = 3.4 x 10° 


For smooth pipes, R/pu* = 0.0017, from Fig. 3.7. 
The pressure drop due to friction is: 


A(R/pu?)(1/d)\(G/A)” = 4(0.0017)(100/0.15)(32.82)? = 4883 kg”/m* s? 
and: — AP = (4883/1.723) = 2834 N/m? or 2.83 kN/m”. 
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If the flow is increased by 25%, G = (1.25 x 0.58) = 0.725 kg/s 
G/A = 41.19 kg/m? s 
and: Re = (0.15 x 41.9)/(1.45 x 10°) = 4.3 x 10° 


and, from Fig. 3.7, R/pu? = 0.00165 

The pressure drop = 4(0.00165)(100/0.15)(41.19)?1.723 = 4.33 kN/m? (which is less 
than 10 kN/m’) Zoo 

It is therefore possible to increase the flowrate by 25%. 


SECTION 5 


Flow of Multiphase Mixtures 


PROBLEM 5.1 


It is required to transport sand of particle size 1.25 mm and density 2600 kg/m? at the 
rate of 1 kg/s through a horizontal pipe 200 m long. Estimate the air flowrate required, 
the pipe diameter, and the pressure drop in the pipe-line. 


Solution 


For conventional pneumatic transport in pipelines, a solids-gas mass ratio of about 5 is 
employed. Mass flow of air = (1/5) = 0.20 kg/s 


and, taking the density of air as 1.0 kg/m?, volumetric flowrate of air = (1.0 x 0.20) 
= 0.20 m?/s 
In order to avoid excessive pressure drops, an air velocity of 30 m/s seems reasonable. 
Ignoring the volume occupied by the sand (which is about 0.2% of that occupied by the 
air), the cross-sectional area of pipe required = (0.20/30) = 0.0067 m7, 


equivalent to a pipe diameter of ./(4 x 0.0067/z1) = 0.092 m or 92 mm. 
Thus a pipe diameter of 101.6 mm (100 mm) would be specified. 


From Table 5.3 for sand of particle size 1.25 mm and density 2600 kg/m’, the free- 
falling velocity is: 
ugo = 4.7 m/s 


In equation 5.37, (ug — us) = 4.7/[0.468 + 7.25,./(4.7/2600)] = 6.05 m/s 
The cross-sectional area of a 101.6 mm i.d. pipe = (m x 0.10167/4) = 0.0081 m?. 


air velocity, ug = (0.20/0.0081) = 24.7 m/s 
and: us = (24.7 — 6.05) = 18.65 m/s 


Taking the viscosity and density of air as 1.7 x 107% N s/m? and 1.0 kg/m? respectively, 
the Reynolds number for the air flow alone is: 


Re = (0.102 x 24.7 x 1.0)/(1.7 x 1077) = 148,000 


and from Fig. 3.7, the friction factor œ = 0.002. 
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—AP ir = 4G(1/d) pu? (equation 3.18) 
= (4 x 0.002(200/0.102) x 1.0 x 24.72) = 9570 N/m? or 9.57 kN/m? 


assuming isothermal conditions and incompressible flow. 


(—AP,/ — APair)(u2/F) = (2805/uo) (equation 5.38) 
—AP, = (2805(—APair)F)/ (uou?) = (2805 x 9.57 x 1.0)/(4.7 x 18.657) 
= 16.4 kN/m? 


PROBLEM 5.2 


Sand of a mean diameter 0.2 mm is to be conveyed in water flowing at 0.5 kg/s in a 
25 mm ID horizontal pipe 100 m long. What is the maximum amount of sand which may 
be transported in this way if the head developed by the pump is limited to 300 kN/m?? 
Assume fully suspended heterogeneous flow. 


Solution 


See Volume 1, Example 5.2. 


PROBLEM 5.3 


Explain the various mechanisms by which particles may be maintained in suspension 
during hydraulic transport in a horizontal pipeline and indicate when each is likely to be 
important. 

A highly concentrated suspension of flocculated kaolin in water behaves as a pseudo- 
homogeneous fluid with shear-thinning characteristics which can be represented approx- 
imately by the Ostwald—de Waele power-law, with an index of 0.15. It is found that, if 
air is injected into the suspension when in laminar flow, the pressure gradient may be 
reduced, even though the flowrate of suspension is kept constant. Explain how this is 
possible in “slug” flow, and estimate the possible reduction in pressure gradient for equal 
volumetric, flowrates of suspension and air. 


Solution 


If u is the superficial velocity of slurry, then: 

For slurry alone: 

The pressure drop in a pipe of length / is: Ku". 

If the air: slurry volumetric ratio is R, there is no slip between the slurry and the air 
and the system consists of alternate slugs of air and slurry, then: 


The linear velocity of slurry is (R + 1)u 
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1 
Fraction of pipe occupied by slurry slugs is 
i pip upied by slurry slugs i Ral 
Assuming that the pressure drop is the sum of the pressure drops along the slugs, then: 


l 
the new pressure drop is: K{(R + 1)u}" (=) = Ku"l(R+1)""! 


pressure gradient with air  Ku”I(R + ij 


Then: = (R+ 1 





E pressure gradient without air Ku”l 
For n = 0.15 and: R= 1 
r = 27085 — 0.55 


SECTION 6 


Flow and Pressure Measurement 


PROBLEM 6.1 


Sulphuric acid of density 1300 kg/m? is flowing through a pipe of 50 mm internal diam- 
eter. A thin-lipped orifice, 10 mm diameter, is fitted in the pipe and the differential pressure 
shown by a mercury manometer is 10 cm. Assuming that the leads to the manometer are 
filled with the acid, calculate (a) the mass of acid flowing per second, and (b) the approx- 
imate loss of pressure caused by the orifice. The coefficient of discharge of the orifice 
may be taken as 0.61, the density of mercury as 13,550 kg/m, and the density of water 
as 1000 kg/m. 


Solution 
See Volume 1, Example 6.2. 


PROBLEM 6.2 


The rate of discharge of water from a tank is measured by means of a notch, for which 
the flowrate is directly proportional to the height of liquid above the bottom of the notch. 
Calculate and plot the profile of the notch if the flowrate is 0.1 m/s when the liquid 
level is 150 mm above the bottom of the notch. 


Solution 
The velocity of fluid discharged as a height h above the bottom of the notch is: 


u = y/(2gh) 


The velocity therefore varies from zero at the bottom of the notch to a maximum value 
at the free surface. 

For a horizontal element of fluid of width 2w and depth dh at a height h above the 
bottom of the notch, the discharge rate of fluid is given by: 


dO = \/(2gh)2wdh 


If the discharge rate is linearly related to the height of the liquid over the notch, H, w 
will be a function of h and it may be supposed that: 


w = kh" 
where k is a constant. 
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Substituting for w in the equation for dQ and integrating to give the discharge rate over 
the notch Q then: 


H 
Q = 2,/ (28) al h” h?” dh 
0 


H 
= 2/28) ef prt5 ap 

0 
= 2,/(2g) k[1/(n + 1.5)]Ht! 


Since it is required that Q « H: 


n+15=1 
and: n = —0.5 
Thus: Q = 24 (2g) kH 


Since Q = 0.1 m?/s when H = 0.15 m: 
k = (0.1/0.15)[1/(2,/(22g)] = 0.0753 m!° 


Thus, with w and h in m: w = 0.0753h~°> 


and, with w and h in mm: w = 2374h-°9 


and using this equation, the profile is plotted as shown in Figure 6a. 
500 - 
400 + 


300 + 


h(mm) 


200 4 


100 + 








300 200 100 0 100 200 300 
Distance from centre line, w (mm) 


Figure 6a. 
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PROBLEM 6.3 


Water flows at between 3 | and 4 I/s through a 50 mm pipe and is metered by means of 
an orifice. Suggest a suitable size of orifice if the pressure difference is to be measured 
with a simple water manometer. What is the approximate pressure difference recorded at 
the maximum flowrate? 


Solution 


Equations 6.19 and 6.21 relate the pressure drop to the mass flowrate. If equation 6.21 is 
used as a first approximation, G = CpAop./(2gh). 

For the maximum flow of 4 1/s, G = 4 kg/s. The largest practicable height of a water 
manometer will be taken as | m and equation 6.21 is then used to calculate the orifice 
area Ao. If the coefficient of discharge Cp is taken as 0.6, then: 


4.0 = 0.6Ap x 1000,/(2 x 9.81 x 1.0), Ao = 0.0015 m? and dp = 0.0438 m 


The diameter, do, is comparable with the pipe diameter and hence the area correction 
term must be included and: 


[1 — (Ap/A1)°] = [1 — (43.82/507)?] = 0.641. 


Therefore the value of Ag must be recalculated as: 


4.0 = 0.6A x 1000,/(2 x 9.8 x 1.0)/[1 — (Ao/A1)?] 


from which Ag = 0.00195 m? and d = 0.039 m or 39 mm 


4/[1 — (Ao/A1)?] = y [1 — (392/502)?] = 0.793 


Substituting in equation 6.19: 


4.0 = (0.6 x 0.00195) x 1000,/(2 x 0.001(—AP)/0.793) 


and: —AP = 12320 N/m? or 12.3 kN/m? 





PROBLEM 6.4 


The rate of flow of water in a 150 mm diameter pipe is measured by means of a venturi 
meter with a 50 mm diameter throat. When the drop in head over the converging section 
is 100 mm of water, the flowrate is 2.7 kg/s. What is the coefficient for the converging 
cone of the meter at that flowrate and what is the head lost due to friction? If the total loss 
of head over the meter is 15 mm water, what is the coefficient for the diverging cone? 
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Solution 


The equation relating the mass flowrate G and the head loss across a venturi meter is 
given by: 


= CpAo 2vu(P — P2) 





G — tion 6.19 
E 1 — fA? (equation ) 
AjA2 f 
G = Cpp (2u(P — P2)) (equation 6.32) 
(aj 4} 
G = CppC'\/ 2gh,) (equation 6.33) 


where C’ is a constant for the meter and h, is the loss in head over the converging cone 
expressed as height of fluid. 


A, = (7/4)(0.15)* = 0.0176 m? 
Az = (7/4)(0.05) = 0.00196 m? 
C’ = (0.0176 x 0.00196/./(0.01762 — 0.001962)) = 0.00197 m? 
h, = 0.1 m 
2.7 = (Cp x 1000 x 0.00197),./(2 x 9.81 x 0.10) and Cp = 0.978 
In equation 6.33, if there were no losses, the coefficient of discharge of the meter would 


be unity, and for a flowrate G the loss in head would be (A, — hy) where hp is the head 
loss due to friction. 


Thus: G = pC'»/[2g(hy — hp )] 
Dividing this equation by equation 6.33 and squaring gives: 
1 — (h¢/hy) = Cj, and hy = h,(1 — Cp) 
hy = 100(1 — 0.978") = 4.35 mm 
If the head recovered over the diverging cone is h/, and the coefficient of discharge for 
the converging cone is Ch, then G = Cp pC’ ,/(Q2gh’,) 


If the whole of the excess kinetic energy is recovered as pressure energy, the coefficient 
Cry will equal unity and G will be obtained with a recovery of head equal to h/, plus some 


quantity hp, G = pC’,/[2g(h’, + hp) 


Equating these two equations and squaring gives: 
Cp = 1+ (hi, /k,) and h, = KCh — 1) 


Thus the coefficient of the diverging cone is greater than unity and the total loss of 
head = hy +h'y. 


Head loss over diverging cone = (15.0 — 4.35) = 10.65 mm 
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The coefficient of the diverging cone C% is given by: 
G = CppC',/2ghi,) 
hi, = (100 — 15) = 85 mm 
and: 2.7 = (Ch x 1000 x 0.00197),./(2 x 9.81 x 0.085) or Ch = 1.06 


PROBLEM 6.5 


A venturi meter with a 50 mm throat is used to measure a flow of slightly salt water in 
a pipe of inside diameter 100 mm. The meter is checked by adding 20 cm3/s of normal 
sodium chloride solution above the meter and analysing a sample of water downstream 
from the meter. Before addition of the salt, 1000 cm? of water requires 10 cm? of 0.1 M 
silver nitrate solution in a titration. 1000 cm? of the downstream sample required 23.5 cm? 
of 0.1 M silver nitrate. If a mercury-under-water manometer connected to the meter gives 
a reading of 221 mm, what is the discharge coefficient of the meter? Assume that the 
density of the liquid is not appreciably affected by the salt. 


Solution 


If the flow of the solution is x m?/s, then a mass balance in terms of sodium chloride 
gives: 


(x x 0.0585) + (20 x 107% x 58.5) = 0.1375(20 x 107% + x) 
and: x = 0.0148 m3/s 


or, assuming the density of the solution is 1000 kg/m?, the mass flowrate is: 
(0.0148 x 1000) = 14.8 kg/s 

For the venturi meter, the area of the throat is given by: 

A, = (11/4)(50/1000)* = 0.00196 m? 
and the area of the pipe is: 

A> = (11/4)(100/1000)? = 0.00785 m? 
From equations 6.32 and 6.33: 

C! = AjA2/\/ (4? — A2) = 0.00204 m? 
h = 221 mm H&under-water = 0.221(13500 — 1000)/1000 = 2.78 m water 


and hence: 14.8 = (Cp x 1000 x 0.00204),/(2 x 9.81 x 2.78) 
and: Cp = 0.982 
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PROBLEM 6.6 


A gas cylinder containing 30 m? of air at 6 MN/m” pressure discharges to the atmosphere 
through a valve which may be taken as equivalent to a sharp edged orifice of 6 mm 
diameter (coefficient of discharge = 0.6). Plot the rate of discharge against the pressure in 
the cylinder. How long will it take for the pressure in the cylinder to fall to (a) 1 MN/m?, 
and (b) 150 kN/m?? Assume an adiabatic expansion of the gas through the valve and that 
the contents of the cylinder remain at 273 K. 


Solution 


Area of orifice = (7/4)(0.006)? = 2.828 x 1075 m?. 
The critical pressure ratio we is: 


We = [2/(k + IVEY (equation 4.43) 
Taking k = y = 1.4 for air, we = 0.527. 
Thus sonic velocity will occur until the cylinder pressure falls to a pressure of: 


Pa = (101.3/0.527) = 192.2 kN/m?. 


For pressures in excess of 192.2 kN/m”, the rate of discharge is given by: 


G = CpAo4/ (KP1/v1)(2/(k + 1) et D/E-D (equation 6.29) 


If k = 1.4, G = 1.162 x 10>. /(P1/v) 
If Pa and va are atmospheric pressure and the specific volume at atmospheric pressure 
respectively, PaVa = P\v, and vy = Pav,g/P 


P, = 101,300 N/m? and v, = (22.4/29) = 0.773 m3/kg 
vı = (101,300 x 0.773/P}) = (78,246/P}) 


and: G = 1.162 x 107%4/ (P?/78,246) = 4.15 x 1078P; kg/s 


If P; is expressed in MN/m?, then: G = 0.0415 P4 kg/s. 
For pressures lower than 192.2 kN/m?: 
G? = (ApCp/v2)°2P1 11 (k/k — 1)[1 — (P2/P1)*"?/*] (equation 6.26) 
V2 = va = 0.773 m3/kg 
Pa = Pa = 101,300 N/m? 
vy = Pava/P1 
Substituting gives: G? = 2.64 x 1074[1 — (P,/P)°7**] 


Thus a table of G as a function of pressure may be produced as follows: 
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P < 192.2 kN/m? P > 192.2 kN/m? 


P G P G 
(MN/m7) (kg/s) (MN/m7) (kg/s) 
0.1013 0 0.2 0.0083 
0.110 0.0024 0.5 0.0208 
0.125 0.0039 1.0 0.0416 
0.150 0.0053 2.0 0.0830 
0.175 0.0062 6.0 0.249 


These data are plotted in Fig. 6b, from which discharge rate is seen to be linear until 
the cylinder pressure falls to 0.125 MN/m?. 
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Figure 6b. 


If m is the mass of air in the cylinder at any pressure Pı over the linear part of the 
curve, G = dm/dt = 0.0415P}. 


dt = dm/0.0415P, 
m = (29/22.4)(P;/0.1013) x 30 = 383.4P, kg 
dt = 383.4dm/0.0415m = 9240d m/m 
and t = 9240 In(m /m) 
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At 6 MN/m? and 1 MN/m?, the masses of air in the cylinder are 2308 and 383.4 kg 
respectively. 
The time for the pressure to fall to 1 MN/m? = 9240 In(2308/3834.4) 
= 16,600 s (4.61 h) 


As 0.15 MN/m? is still within the linear region, the time for the pressure to fall to this 
value is 34,100 s .(9.47 h) 


PROBLEM 6.7 


Air, at 1500 kN/m? and 370 K, flows through an orifice of 30 mm? to atmospheric pres- 
sure. If the coefficient of discharge is 0.65, the critical pressure ratio 0.527, and the ratio 
of the specific heats is 1.4, calculate the mass flowrate. 


Solution 


If the critical pressure ratio we is 0.527 (from Problem 6.6), sonic velocity will occur 
until the pressure falls to (101.3/0.527) = 192.2 kN/m”. For pressures above this value, 
the mass flowrate is given by: 


G = CpAoV(kP 1/11 )[2/(k + D] (equation 6.29) 
If k = 1.4, G = CpAg y (1.4P; /v1)(2/2.4)24/04 = CpAoy/(0.468P1 /v1) 
P, = 1,500,000 N/m? 
and: vı = (22.4/29)(370/273)(101.3/1500) = 0.0707 m? /kg 
Substituting gives: G = (0.65 x 30 x 10~°),/(0.486 x 1,500,000/0.0707) = 0.061 kg/s 





PROBLEM 6.8 


Water flows through an orifice of 25 mm diameter situated in a 75 mm pipe at the rate of 
300 cm?/s. What will be the difference in level on a water manometer connected across 
the meter? Viscosity of water is 1 mN s/m?. 


Solution 


See Volume 1, Example 6.1. 


PROBLEM 6.9 


Water flowing at 1.5 l/s in a 50 mm diameter pipe is metered by means of a simple 
orifice of diameter 25 mm. If the coefficient of discharge of the meter is 0.62, what will 
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be the reading on a mercury-under-water manometer connected to the meter? What is the 
Reynolds number for the flow in the pipe? Density of water = 1000 kg/m*. Viscosity of 
water = 1 mN s/m’. 


Solution 


Mass flowrate, G = (1500 x 1076 x 1000) = 1.5 kg/s. 
Area of orifice, Ag = (7/4)(0.025)}? = 0.00049 m’. 
Area of pipe, Ay = (7/4)(0.050)? = 0.00196 m?. 
Reynolds number = pud/u = d(G/Aı)/u 
= 0.05(1.5/0.00196)/(1 x 1073) = 3.83 x 10+ 


The orifice meter equations are 6.19 and 6.21; the latter being used when 4/[1 — (Ao/A1)*] 
approaches unity. 


Thus: JU — (Ao/A1)7] = VII = (252/502)7] = 0.968 
Using equation 6.21, G = CpAgp./(@gh) gives: 
1.5 = 0.62 x 0.00049 x 1000./(2 x 9.81h), and h = 1.24 m of water 
Using equation 6.19 in terms of h gives: 
1.5 = (0.62 x 0.00049 x 1000/0.968)\/(2gh) and h = 1.16 m of water 


This latter value of h should be used. The height of a mercury-under-water manometer 
would then be 1.16/((13.55 — 1.00)/1.00) = 0.092 m or 92 mm Hg. 


PROBLEM 6.10 


What size of orifice would give a pressure difference of 0.3 m water gauge for the flow 
of a petroleum product of density 900 kg/m? at 0.05 m/s in a 150 mm diameter pipe? 


Solution 


As in previous problems, equations 6.19 and 6.21 may be used to calculate the flow 
through an orifice. In this problem the size of the orifice is to be found so that the simpler 
equation will be used in the first instance. 


G = CpAop y (gh) (equation 6.21) 
G = (0.05 x 900) = 45.0 kg/s 
p = 900 kg/m? 
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h = 0.3 m of water or (0.3/0.9) = 0.333 m of petroleum product 
Cp = 0.62 (assumed) 
Pa 45.0 = (0.62 x Ap x 900)./(2 x 9.81 x 0.333) 
Thus: Ao = 0.3155 m? and do = 0.2 m. 


This orifice diameter is larger than the pipe size so that it was clearly wrong to use the 
simpler equation. 


Thus: G = Cpâop4/ [2gh/(1 — (Ao /A1)2)] (equation 6.19) 


A = (2/4)(0.15)? = 0.0177 m? 


45.0 = (0.62 x Ao x 900)4/[2 x 9.81 x 0.33/(1 — (Ao/0.0177)?)] 


Thus: Ao = 0.154 m° and dọ = 0.14 m 


PROBLEM 6.11 


The flow of water through a 50 mm pipe is measured by means of an orifice meter 
with a 40 mm aperture. The pressure drop recorded is 150 mm on a mercury-under- 
water manometer and the coefficient of discharge of the meter is 0.6. What is the 
Reynolds number in the pipe and what would the pressure drop over a 30 m length of 
the pipe be expected to be? Friction factor, ¢ = R/pu” = 0.0025. Density of mercury = 
13,600 kg/m*. Viscosity of water = 1 mN s/m’. 

What type of pump would be used, how would it be driven and what material of 
construction would be suitable? 


Solution 


Area of pipe, Ay = (77/4)(0.05)? = 0.00197 m°. 

Area of orifice, Ag = (77/4)(0.04)? = 0.00126 m?. 

h = 150 mmHg under water = 0.15 x (13600 — 1000)/1000 = 1.88 m of water. 
1 — (Aj/A)* = 0.591, and hence: 


G = CpAopy/[2gh/(1 — (Ao/A)*)] (equation 6.19) 
= (0.6 x 0.00126 x 1000),/2 x 9.81 x 1.88/0.591 = 5.97 kg/s 


Reynolds number, pud /u = d(G/A,)/ = 0.05(6.22/0.00197)/(1 x 1077) = 1.52 x 10° 
The pressure drop is given by: 
—AP/v = 4(R/pu’)(1/d)(G/AY” 
= 4(0.0025)(30/0.05)(5.97/0.00197)? = 5.74 x 10’ kg?/mfs? 
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—AP = 5.74 x 10’ x (1/1000) 
= (5.74 x 10*) N/m? or 57.4 kN/m? 


Power required = head loss (m) x G x g 
= (5.74 x 104/1000 x 9.81)(5.97 x 9.81) = 343 W 


For a pump efficiency of 60%, the actual power requirement = (343/0.6) = 571 W. 
Water velocity = 5.97/(0.00197 x 1000) = 3.03 m/s. 


For this low-power requirement at a low head and comparatively low flowrate, a 
centrifugal pump, electrically driven and made of stainless steel, would be suitable. 


PROBLEM 6.12 


A rotameter has a tube 0.3 m long which has an internal diameter of 25 mm at the top 
and 20 mm at the bottom. The diameter of the float is 20 mm, its effective density is 
4800 kg/m, and its volume 6.6 cm. If the coefficient of discharge is 0.72, at what 
height will the float be when metering water at 100 cm?/s? 


Solution 


See Volume 1, Example 6.4. 


PROBLEM 6.13 


Explain why there is a critical pressure ratio across a nozzle at which, for a given upstream 
pressure, the flowrate is a maximum. Obtain an expression for the maximum flow for a 
given upstream pressure for isentropic flow through a horizontal nozzle. Show that for 
air (ratio of specific heats, y = 1.4) the critical pressure ratio is 0.53 and calculate the 
maximum flow through an orifice of area 30 mm? and coefficient of discharge 0.65 when 
the upstream pressure is 1.5 MN/m? and the upstream temperature 293 K. 

Kilogram molecular volume = 22.4 m°. 


Solution 


The reasons for critical pressure ratios are discussed in Section 4.4.1. The maximum rate 
of discharge is given by: 


Gmax = C pAoy/ (KP /v1)(2/(k + 1))6+D/6-D (equation 6.29) 


For an isentropic process, k = y = 1.4 for air. 
The critical pressure ratio, We = (2/k + 1) 6D (equation 4.43) 


Substituting for k = y = 1.4, we = (2/2.4)!4/94 = 0.523 
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The maximum rate of discharge is given by equation 6.29. 
Pı = 1.5 x 10° N/m? 
Ao = 30 x 107 m? 
k = 1.4 and Cp = 0.65 
At P; = 1.5 MN/m? and T; = 293 K, the specific volume v; is: 
vı = (22.4/29)(293/273)(0.1013/1.5) = 0.056 m3/kg 


Substituting, Gmax = 0.65 x 30 x 10-°\/(1.4 x 1.5 x 10°/0.056)(2/2.4)24/04 


= 0.069 kg/s 


PROBLEM 6.14 


A gas cylinder containing air discharges to atmosphere through a valve whose charac- 
teristics may be considered similar to those of a sharp-edged orifice. If the pressure in 
the cylinder is initially 350 kN/m?, by how much will the pressure have fallen when the 
flowrate has decreased to one-quarter of its initial value? The flow through the valve may 
be taken as isentropic and the expansion in the cylinder as isothermal. The ratio of the 
specific heats at constant pressure and constant volume is 1.4. 


Solution 
From equation 4.43: 
the critical pressure ratio, we = [2/(k + 1) 6P = (2/2.4)'4/94 = 0.528 


If the cylinder is discharging to atmospheric pressure, sonic velocity will occur until 
the cylinder pressure has fallen to (101.3/0.528) = 192 kN/m? 
The maximum discharge when the cylinder pressure exceeds 192 kN/m? is given by: 


KP 2 (k+1)/(k-1) 
Gmax = CpAo4/— k4 D) 


UI 
If Pa and va are the pressure and specific volume at atmospheric pressure, then: 


1/v, = P\/Pava 





(equation 6.29) 


and: Gmax = CpAo 





k+1)/(k-1 
kP? 2 (k+1)/(k—1) 
Pava \k+1 


= CpAoP1\/ [(k/Pava)(2/k + 1) DIED 


If G359 and Gı92 are the rates of discharge at 350 and 192 kN/m? respectively, then: 
G350/Gi92 = (350/192) = 1.82 
or Gı92 = 0.55G350 
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For pressures below 192 kN/m’: 


F k p, \ &-D/k 
G= CpAo OP (; z) [ E (=) (equation 6.26) 
— 1 


U2 








Substituting for 1/vı = Pı/PaVa and v2 = va gives: 


GRA k P, \ ve 
G = ZD. 2P Va 1 2 
Va k-1 P; 


and: G? = (CpAg/va} 2Pavalk/(k — 1) — (P2/P1)*?P/*] 
= (CpAg/va)} 2Pava X 3.5[1 — (P2/P1)°78*] 








When P; = 192 kN/m?, Gi92 = 0.55G350, P2, atmospheric pressure, 101.3 kN/m? and: 
(0.55G350)” = (CpAo/va) 2Pava x 3.5[1 — (101.3/192)?**°] 

When the final pressure P; is reached, the flowrate is 0.25G350. 
(0.25G350)? = (CpAo/Va)?2Pava X 3.5(1 — (101.3/P,)°?86) 


Dividing these two equations gives: 


(G2) 1 — (101.3/192)°286 


0.25) — 1— (101.3/P,)°-286 
and: P, = 102.3 kN/m? 
PROBLEM 6.15 


Water discharges from the bottom outlet of an open tank 1.5 m by 1 m in cross-section. 
The outlet is equivalent to an orifice 40 mm diameter with a coefficient of discharge of 
0.6. The water level in the tank is regulated by a float valve on the feed supply which 
shuts off completely when the height of water above the bottom of the tank is 1 m and 
which gives a flowrate which is directly proportional to the distance of the water surface 
below this maximum level. When the depth of water in the tank is 0.5 m the inflow and 
outflow are directly balanced. As a result of a short interruption in the supply, the water 
level in the tank falls to 0.25 m above the bottom but is then restored again. How long 
will it take the level to rise to 0.45 m above the bottom? 


Solution 


The mass flowrate G is related to the head h for the flow through an orifice when the 
area of the orifice is small in comparison with the area of the pipe by: 


G = CpAop y gh) (equation 6.21) 
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If h is the distance of the water level below the maximum depth of 1 m, then the head 
above the orifice is equal to (1 — h) and: 


G = CpAop y [28(1 — h)] 


When the tank contains 0.5 m of water, the flowrate is given by: 


G = (0.6 x (/4)(0.04)? x 1000,/(2 x 9.81 x 0.5)) = 2.36 kg/s 


The input to the tank is stated to be proportional to h, and when the tank is half full 
the inflow is equal to the outflow, 


or: 2.36 = (K x 0.5) and K = 4.72 kg/ms 
Thus the inflow = 4.72h kg/s and the outflow = CpAgpJ/2g/ (1 — h) kg/s. 
The net rate of filling = 4.72h — CpAgp/2g/ (1 — h) = 4.72h — 3.34./(1 — h) 


Time to fill the tank = (mass of water/rate of filling) 
= 1x 1.5 x (0.45 — 0.25) x 1000/rate = 300/rate 


The time to fill from 0.25 to 0.45 m above the bottom of the tank is then: 


i r 300dh 
time = 
055 4.72h — 3.34,/(1 — h) 


This integral is most easily solved graphically as shown in Fig. 6c, where the area under 
the curve = 0.233 s/m and the time = (300 x 0.233) = 70 s. 









Area under curve = 0.233 s/m 
1.5 


1/(4.72-3.34V T-P) 


= 
Oo 


0.55 055 0.65 0.70 0.70 
h (m) 


Figure 6c. 
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PROBLEM 6.16 


The flowrate of air at 298 K in a 0.3 m diameter duct is measured with a pitot tube which 
is used to traverse the cross-section. Readings of the differential pressure recorded on 
a water manometer are taken with the pitot tube at ten different positions in the cross- 
section. These positions are so chosen as to be the mid-points of ten concentric annuli 
each of the same cross-sectional area. The readings are: 


Position 1 2 3 4 5 
Manometer reading (mm water) 18.5 18.0 17.5 16.8 15.7 
Position 6 7 8 9 10 


Manometer reading (mm water) 14.7 13.7 12.7 11.4 10.2 


The flow is also metered using a 150 mm orifice plate across which the pressure 
differential is 50 mm on a mercury-under-water manometer. What is the coefficient of 
discharge of the orifice meter? 


Solution 


Cross-sectional area of duct = (21/4)(0.3)? = 0.0707 m?. 


Area of each concentric annulus = 0.00707 m?. 
If the diameters of the annuli are designated d1, d2 etc., then: 


0.00707 = (x/4)(0.3* — d?) 
0.00707 = (x/4)(d? — d3) 
0.00707 = (2/4)(d5 — d3) and so on, 


and the mid-points of each annulus may be calculated across the duct. 


For a pitot tube, the velocity may be calculated from the head h as u = y (2gh) 
For position 1, h = 18.5 mm of water. 


The density of the air = (29/22.4)(273/298) = 1.186 kg/m?. 
h = (18.5 x 107° x 1000/1.186) = 15.6 m of air 
and: u = \/(2 x 9.81 x 15.6) = 17.49 m/s 





In the same way, the velocity distribution across the tube may be found as shown in 
the following table. 


Mass flowrate, G = (1.107 x 1.186) = 1.313 kg/s 
For the orifice, [1 — (Ao/A1)*] = [1 — (0.15/0.3)"] = 0.938 
h = 50 mm Hg-under-water 
= (0.05 x (13.55 — 1) x 1000/1.186) = 529 m of air 
and: 1.313 = Cp(m/4)(0.15)* x 1.186./(2 x 9.81 x 529/0.938) and Cp = 0.61 
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Position Distance Manometer reading Air Velocity x area 
from axis Water Ar velocity of annulus 

of duct aee Gn (u m/s) (m/s) 
(mm) 

1 24 18.5 15.6 17.5 0.124 

2 57 18.0 15.17 17.3 0.122 

3 75 17.5 14.75 17.0 0.120 

4 89 16.8 14.16 16.7 0.118 

5 101 15.7 13.23 16.1 0.114 

6 111 14.7 12.39 15.6 0.110 

7 121 13.7 11.55 15.1 0.107 

8 130 12.7 10.71 14.5 0.103 

9 139 11.4 9.61 13.7 0.097 

10 147 10.2 8.60 13.0 0.092 
Total = 1.107 


The velocity profile across the duct is plotted in Fig. 6d. 


Centre line 
20 of duct Duct wall 
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Figure 6d. 


PROBLEM 6.17 


Explain the principle of operation of the pitot tube and indicate how it can be used in 
order to measure the total flowrate of fluid in a duct. If a pitot tube is inserted in a circular 
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cross-section pipe in which a fluid is in streamline flow, calculate at what point in the 
cross-section it should be situated so as to give a direct reading representative of the mean 
velocity of flow of the fluid. 


Solution 


The principle of operation of a pitot tube is discussed in Section 6.3.1. It should be 
emphasised that the pitot tube measures the point velocity of a flowing fluid and not the 
average velocity so that in order to find the average velocity, a traverse across the duct is 
necessary. Treatment of typical results is illustrated in Problem 6.16. The point velocity is 
given by u = ./(2gh) where h is the difference of head expressed in terms of the flowing 
fluid. 

For streamline flow, the velocity distribution is discussed in Section 3.3.4 and: 


us/ucy = 1 — (s*/r’) (equation 3.32) 


where us and uc are the point velocities at a distance s from the wall and at the axis 
respectively and r is the radius of the pipe. The average velocity is: 


Uay = Umax /2 (equation 3.36) 
When us = Uay = Umax/2, 


Us / Umax = (Umax /2)/Umax =1- (yr) 


and: 0.5 = s?/r? from which s = 0.707 r 





PROBLEM 6.18 


The flowrate of a fluid in a pipe is measured using a pitot tube, which gives a pressure 
differential equivalent to 40 mm of water when situated at the centre line of the pipe and 
22.5 mm of water when midway between the axis and the wall. Show that these readings 
are consistent with streamline flow in the pipe. 


Solution 


For streamline flow in a pipe, a force balance gives: 
d 
—APar? = -u= 2arl 
dr 


—AP —AP r? 
rand — u = —W— + constant. 
2ul 2ul 2 


and: —u = 





When r = a (at the wall), u = 0, the constant = — APa? /4ul 


AP >, ,; 
and: u = —— (a° — r°) 
4ul 
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, i —APa’ 

The maximum velocity, Umax = ——— 

4ul 

u r\2 

and: et (-) 

Umax a 
When r = a/2, u/Umax = 0.75. 
The pitot tube is discussed in Section 6.3.1 and: 

u=kvh (from equation 6.10) 


At the centre-line, u = Umax and h = 40 mm. 
Umax = K/40 = 6.32 K 
At a point midway between the axis and the wall, u = u1;2 and h = 22.5 mm. 
ui = KV 22.5 = 4.74 K 
U1 /2/Umax = (4.74 K/632 K) = 0.75 


and hence the flow is streamline. 


PROBLEM 6.19 


Derive a relationship between the pressure difference recorded by a pitot tube and the 
velocity of flow of an incompressible fluid. A pitot tube is to be situated in a large circular 
duct in which fluid is in turbulent flow so that it gives a direct reading of the mean velocity 
in the duct. At what radius in the duct should it be located, if the radius of the duct is r? 

The point velocity in the duct can be assumed to be proportional to the one-seventh 
power of the distance from the wall. 


Solution 
An energy balance for an incompressible fluid in turbulent flow is given by: 
Au’ /2+ gAz+vAP+F=0 (equation 2.55) 
Ignoring functional losses and assuming the pitot tube to be horizontal, 
(u3 — uy )/2 = —v(P2 — Pi) 


If the fluid is brought to rest of plane 2, then: 





uj /2 = —v(P2 — P1) 
and: uy = y 2v(P2 — P1) = V2gh (equation 6.10) 
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If the duct radius is r, the velocity uy at a distance y from the wall (and s from the 
centreline) is given by the one-seventh power law as: 


1/7 
Uy = Us (=) (equation 3.59) 


where u, is the velocity at the centreline. 
The flow, dQ, through an annulus of thickness dy, distance y from the axis is: 


y\ 1/7 
dQ = 2msdyus (=) 
F 
Multiplying and dividing through by r? gives: 
1/7 
dQ = 2nr?u, > (=) d (=) 
r\r 


r 


or, since s = (r — y): = 2a" u, (1 = *) (= ya a(=) 
; 1 1/7 
The total flow is: Q= onrus | (2 ) = ey "la ) 


= oru K (DI -5 O] = 08170 


The average velocity, uay = Q/zr? = 0.817u, 
Thus: Uy = Uay, 0.817us = us(y/r) 
(y/r) = 0.243 and s/r = 0.757 


PROBLEM 6.20 


A gas of molecular weight 44 kg/kmol, temperature 373 K and pressure 202.6 kN/m? is 
flowing in a duct. A pitot tube is located at the centre of the duct and is connected to 
a differential manometer containing water. If the differential reading is 38.1 mm water, 
what is the velocity at the centre of the duct? 

The volume occupied by 1 kmol at 273 K and 101.3 kN/m? is 22.4 m°. 


Solution 
As shown in section 6.2.5, for a pitot tube: 
uy /2 + Piv = u5/2+ Pov 
u = 0, and hence, uy = /2(Ps — P})u 
Difference in head = 38.1 mm of water 


<. Pa — Py = ((38.1/1000) x 1000 x 9.81) = 373.8 N/m? 
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The specific volume, v = (22.4/44)(373/273)(101.3/202.6) = 0.348 m3/kg 
uy = V2 x 373.8 x 0.348 = 16.1 m/s 


PROBLEM 6.21 


Glycerol, of density 1260 kg/m? and viscosity 50 mNs/m”, is flowing through a 50 mm 
pipe and the flowrate is measured using an orifice meter with a 38 mm orifice. The 
pressure differential is 150 mm as indicated on a manometer filled with a liquid of the 
same density as the glycerol. There is reason to suppose that the orifice meter may have 
become partially blocked and that the meter is giving an erroneous reading. A check is 
therefore made by inserting a pitot tube at the centre of the pipe. It gives a reading of 
100 mm on a water manometer. What does this suggest? 


Solution 


From the reading taken from the pitot tube, the velocity in the pipe, and hence the 
mass flowrate, can be calculated. From the orifice meter, the mass flowrate can also be 
calculated and compared with the accurate value. 


For the pitot tube, u = /2gh (equation 6.10) 
where u = Umax at the pipe axis, and the head loss h is in m of the liquid flowing. 
Now: h = (100/1000) x (1000/1260) = 0.0794 m of glycerol 
Umax = V2 x 9.81 x 0.0794 = 1.25 m/s 
Reynolds number = (1260 x 1.25 x 0.05/0.05) = 1575 
Uay = 0.5Umax = 0.63 m/s (equation 3.36) 


Mass flowrate = (0.63 x 1260 x (7/4) x 0.057) = 1.56 kg/s 


For the orifice meter: 


Ag | 2v(P; — P2) : 
fl te, G = C t 6.19 
mass flowrate Da | T C/A? (equation ) 


2gh 
1 — (do/dy* 





= CpAop 





2 x 9.81 x (150/1000) 
= (C 4) x 0.0382 x 1260), 9 906 
Cosas a y 1 — (0.038/0.05) 2 


<. Cp = (1.56/2.99) = 0.53 which confirms that the meter is faulty. 
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PROBLEM 6.22 


The flowrate of air in a 305 mm diameter duct is measured with a pitot tube which is used 
to traverse the cross-section. Readings of the differential pressure recorded on a water 
manometer are taken with the pitot tube at ten different positions in the cross-section. 
These positions are so chosen as to be the mid-points of ten concentric annuli each of the 
same cross-sectional area. The readings are as follows: 


Position 1 2 3 4 5 
Manometer reading (mm water) 18.5 18.0 17.5 16.8 15.8 
Position 6 7 8 9 10 


Manometer reading (mm water) 14.7 13.7 12.7 11.4 10.2 


The flow is also metered using a 50 mm orifice plate across which the pressure differen- 
tial is 150 mm on a mercury-under-water manometer. What is the coefficient of discharge 
of the orifice meter? 


Solution 
For a pitot tube, the velocity at any point in the duct is: 
u = /2gh (equation 6.10) 
where h is the manometer reading in m of the fluid which flows in the duct. 
h = (reading in mm water/1000) x (Ow/Pair) m 
The total volumetric air flowrate is given by: 


Q = (area of duct x average velocity) 


= area x a/10 X y 2gh 
= (7/4) x 0.305? x 0.1 x V/ (Pw/Pa)/1000 x 5 „/ manometer reading 
= 0.00102 y (Pw/Pa)(V 18.5 + v 18.0 + v 17.5 + - - -v 10.2) = 0.03944 (Pw/ Pa) 


For the orifice meter, the volumetric flowrate is given by: 
Ao 
Q = Cp————————. / 2gh 
V1 — (Ao/A1)? 


Ao = (7/4) x 0.15? = 0.0177 m?, A; = (77/4) x 0.305? = 0.0731 m?, h =50 mm Hg 
under water 


= (0.05(13.6 — 1.0)/1.0) = 0.63 m of water = 0.63(p,,/,) m of air. 
0.0177 


/1 — (0.0177/0.0731)2 
= 0.066 V (Pw/Pa) X Cp 
0.0394 / 0n, / Pa) = 0.066/0, / Pa) x Cp and Cp = 0.60 





Q=Cpx V2 x 9.81 x 0.63(Pw/ pa) 
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PROBLEM 6.23 


The flow of liquid in a 25 mm diameter pipe is metered with an orifice meter in which the 
orifice has a diameter of 19 mm. The aperture becomes partially blocked with dirt from 
the liquid. What fraction of the area can become blocked before the error in flowrate at a 
given pressure differential exceeds 15 per cent? Assume that the coefficient of discharge 
of the meter remains constant when calculated on the basis of the actual free area of the 
orifice. 


Solution 


If two sections in the pipe are chosen, | being upstream and 2 at the orifice, then from 
an energy balance: 


uj /2 + Piv = u} /2 + Pov (from equation 2.55) 
and G, the mass flowrate = uA2/v = mA /v 


(u2 /2)(A2/A1} + Piv = u3/2 + Pav 


> 2(Pı — P)v 
or: uy = — 
1 — (A2/A)) 
The volumetric flowrate, Q = CpA2u2 
2(P, — P 
Q? = C2,A2 ss (Pi u 
1 — (A2/A1) 
= 2C}(P1 — P2)vAjA3/(Aj — A3) 
AjA2 
or: O=K (1) 


\/ At — AS 


If the area of the orifice is reduced by partial blocking, the new orifice area = rAz 
where f is the fraction available for flow. The new flowrate = 0.85 Q when the error is 
15 per cent and: 


KA, fA, 
4} — £243 
A, = (7/4) x 25? = 491 mm? 
Ay = (7/4) x 19° = 284 mm? 


0.850 = (2) 


.. Dividing equation (2) by equation (1) and substituting gives: 


fV 4912 — 2842) 
J (4912 — 22842) 


from which f = 0.89 or 11 per cent of the area is blocked. 


0.85 = 
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PROBLEM 6.24 


Water is flowing through a 100 mm diameter pipe and its flowrate is metered by means 
of a 50 mm diameter orifice across which the pressure drop is 13.8 kN/m?. A second 
stream, flowing through a 75 mm diameter pipe, is also metered using a 50 mm diameter 
orifice across which the pressure differential is 150 mm measured on a mercury-under- 
water manometer. The two streams join and flow through a 150 mm diameter pipe. What 
would you expect the reading to be on a mercury-under-water manometer connected 
across a 75 mm diameter orifice plate inserted in this pipe? The coefficients of discharge 
for all the orifice meters are equal. Density of mercury = 13600 kg/m’. 


Solution 


As in Problem 6.23: 


es 2(P; — Pa Ww E J 2 (P1 — Pa Ww 
OSTAA eS a 


For pipe 1, A2 = (7/4) x 0.05? = 0.00196 m?, A; = (7/4) x 0.10? = 0.00785 m7, 
(Pı — P2) = 13,800 N/m? 


v = (1/1000) = 0.001 m3/kg 


[ 2x 13,800 x 0.001 
= Cp x 0.00196, /—__-_____—___ =0.011C 
seine dae 1 — (0.00196/0.00789)2 z 


For pipe 2, ~ 2(Pı — Paw = y 2gh (equation 6.10) 
Az = 0.00196 m?, Ay = (7/4) x 0.075? = 0.0044 m? 


Head loss, h= 150 mm Hg-under-water or (150/1000) x [(13,600 — 1000)/1000] 
= 1.89 m water. 


2 x 9.81 x 1.89 


= Cp x 0.00196 
De 1 — (0.00196/0.0044)2 


= 0.0133Cp 





Total flow in pipe 3, Q3 = (Qı + Q2) = (0.011Cp + 0.0133Cp) = 0.0243Cp 
For pipe 3, A2 = (7/4) x 0.0757 = 0.0044 m?, Ay = (7/4) x 0.157 = 0.0176 m? 


d Q; = Cp x 0.0044 X Rl 0.020Cp vh 
and: — xU. ———  — — 0. 
Se (1 = (0.0044/0.0176)2) F 


0.0243Cp = 0.020CpVh 
and: h = 1.476 m of water 
or (1.476 x 1000)/((13600 — 1000)/1000) = 117 mm of Hg-under-water. 
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PROBLEM 6.25 


Water is flowing through a 150 mm diameter pipe and its flowrate is measured by means 
of a 50 mm diameter orifice, across which the pressure differential is 2.27 x 104 N/m’. 
The coefficient of discharge of the orifice meter is independently checked by means of a 
pitot tube which, when situated at the axis of the pipe, gave a reading of 100 mm on a 
mercury-under-water manometer. On the assumption that the flow in the pipe is turbulent 
and that the velocity distribution over the cross-section is given by the Prandtl one-seventh 
power law, calculate the coefficient of discharge of the orifice meter. 


Solution 


For the pitot tube: 
2gh (equation 6.10) 


where h is the manometer reading in m of the same fluid which flows in the pipe. 


h = (100/1000) x ((13.6 — 1.0)/1.0) = 1.26 m of water 


The velocity at the pipe axis, u = /(2 x 9.81 x 1.26) = 4.97 m/s 
For turbulent flow, the Prandtl one-seventh power law can be used to give: 


Uay = 0.82 X Uaxis (equation 3.60) 
Uay = 0.82 x 4.97 = 4.08 m/s 


For the orifice meter, the average velocity is: 


2 (P; = Paw 
1 — (42/A1} 


Az = (2/4) x 0.057 = 0.00196 m?, Ay = (7/4) x 0.15? = 0.0177 m?, 
v = 0.001 m3/kg 
Uay = 6.78 m/s 
The coefficient of discharge = (uay from pitot)/(u,y from orifice meter). 


= (4.08/6.78) = 0.60 


PROBLEM 6.26 


Air at 323 K and 152 kN/m? flows through a duct of circular cross-section, diameter 
0.5 m. In order to measure the flowrate of air, the velocity profile across a diameter of 
the duct is measured using a pitot-static tube connected to a water manometer inclined at 
an angle of cos~! 0.1 to the vertical. The following results are obtained: 
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Distance from Manometer 
duct centre-line (m) Reading hm (mm) 
0 104 
0.05 100 
0.10 96 
0.15 86 
0.175 719 
0.20 68 
0.225 50 


Calculate the mass flowrate of air through the duct, the average velocity, the ratio of the 
average to the maximum velocity and the Reynolds number. Comment on these results. 

Discuss the application of this method of measuring gas flowrates, with particular 
emphasis on the best distribution of experimental points across the duct and on the accu- 
racy of the results. 

Take the viscosity of air as 1.9 x 107? mN s/m? and the molecular weight of air as 
29 kg/kmol. 


Solution 


If hm is the manometer reading, the vertical manometer height will be 0.1h,, (mm of 
water). 


For a pitot tube, the velocity at any point is: 
u = /2gh (equation 6.10) 
where h is the manometer reading in terms of the fluid flowing in the duct. 
Thus: h = (0.1hm/1000) x (Ow/ Pair) 
Pair = (29/22.4)(152/101.3)(273/323) = 1.64 kg/m? 
h = (0.1h»,/1000)(1000/1.64) = 0.061h,, 


and: u = y2 x 9.81 x 0.061hm = 1.09\/ hm (m/s) 


If the duct is divided into a series of elements with the measured radius at the centre-line 
of the element, the velocity of the element can be found from the previous equation and 
the volumetric flowrate calculated. By adopting this procedure across the whole section, 
the required values may be determined. 

For example, at 0.05 m, where hm = 10 mm, 

Inner radius of element = 0.025 m 

Outer radius of element = 0.075 m 


Area of element = 7(0.0757 — 0.0257) = 0.0157 m? 
u = (1.09\/Am) = 1.09100 = 10.9 m/s 


Volumetric flowrate in the element = (10.9 x 0.0157) = 0.171 m?/s 
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The following table is constructed in the same way. 


Distance Outer Inner Area of hm Velocity Volumetric 
from duct radius of radius of element (mm) u flowrate 
centre line element element (m)? (m/s) AQ 

(m) (m) (m) m?/s 
0 0.025 0 0.00196 104 11.1 0.0218 
0.05 0.075 0.025 0.0157 100 10.9 0.171 
0.10 0.125 0.075 0.0314 96 10.7 0.336 
0.15 0.1625 0.125 0.0339 86 10.1 0.342 
0.175 0.1875 0.1625 0.0275 79 9.7 0.293 
0.20 0.2125 0.1875 0.0314 68 8.9 0.279 
0.225 0.2375 0.2125 0.0353 50 7.7 0.272 
0.25 0.25 0.2375 0.0192 0 0 0 

>> = 0.1964 m? y= 1.715 m/s 


Average velocity = (1.715/0.1964) = 8.73 m/s 

Mass flowrate = (1.715 x 1.64) = 2.81 kg/s 

Uay /Umax = (8.73/11.1) = 0.79 

Re = (8.73 x 1.64 x 0.05)/(1.9 x 1075) = 3.77 x 10+ 


The velocity distribution in turbulent flow is discussed in Section 3.3.6 where the Prandtl 
one-seventh power law is used to give: 


Uay = 0.82Umax (equation 3.63) 


This is close to that measured in this duct though strictly it only appears at very high 
values of Re. Reference to Fig. 3.14 shows that, at Re = 3.8 x 10*, the velocity ratio is 
about 0.80 which shows remarkably good agreement. 


SECTION 7 
Liquid Mixing 


PROBLEM 7.1 


A reaction is to be carried out in an agitated vessel. Pilot plant experiments were performed 
under fully turbulent conditions in a tank 0.6 m in diameter, fitted with baffles and 
provided with a flat-bladed turbine. It was found that satisfactory mixing was obtained 
at a rotor speed of 4 Hz, when the power consumption was 0.15 kW and the Reynolds 
number was 160,000. What should be the rotor speed in order to retain the same mixing 
performance if the linear scale of the equipment is increased 6 times? What will be the 
power consumption and the Reynolds number? 


Solution 


See Volume 1, Example 7.3. 


PROBLEM 7.2 


A three-bladed propeller is used to mix a fluid in the laminar region. The stirrer is 0.3 m 
in diameter and is rotated at 1.5 Hz. Due to corrosion, the propeller has to be replaced 
by a flat two-bladed paddle, 0.75 m in diameter. If the same motor is used, at what speed 
should the paddle rotate? 


Solution 
For mixing in the laminar region, the power requirement is: 
P = KN? D? (equation 7.17) 


where k’ = 1964 for a propeller and 1748 for a flat paddle. 
Thus, for a propeller 0.3 m in diameter rotating at 1.5 Hz: 


P = (1964 x 1.5? x 0.37) = 119.3 W 
and for a paddle, 0.75 m in diameter using the same motor: 
119.3 = (1748N? x 0.757) and N = 0.403 Hz (24 rpm) 
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PROBLEM 7.3 


Compare the capital and operating costs of a three-bladed propeller with those of a constant 
speed six-bladed turbine, both constructed from mild steel. The impeller diameters are 
0.3 and 0.45 m respectively and both stirrers are driven by a 1 kW motor. What is the 
recommended speed of rotation in each case? Assume operation for 8000 h/year, power 
costs of £0.01/kWh and interest and depreciation at 15%/year. 


Solution 


The capital cost of an impeller, C = FyCpP" 


where Fy is a factor for the material of construction which for mild steel = 1.0, Cg is a 
base cost (£), P is the power (kW) and n is an index (—). 
For the propeller: Cg = 960£(1990) and n = 0.34 


C = (1.0 x 960 x 1°34) = £960 


Interest and depreciation = (960 x 15/100) = £144/year 


Operating costs = (1 x 0.01 x 8000) = £80/year \ a total of £224 /year 
For the turbine: Cg = 3160£(1990) and n = 0.10 


C = (1.0 x 3160 x 19!9) = £3160 


Interest and depreciation = (3160 x 15/100) = £474/year 


Operating costs = (1 x 0.01 x 8000) = £80/year \ Kipaka Poy 


In equation 7.13, k’ = 165 for a propeller and 3245 for a turbine. 
For the propeller: P = 165N?D° 


or: 1000 = 165N?0.3° and N = 13.5 Hz (810 rpm) 


For the turbine: P = 3245N2D° 
or: 1000 = (3245N30.45°) and N = 2.54 Hz (152 rpm) 


PROBLEM 7.4 
In a leaching operation, the rate at which solute goes into solution is given by: 
dM /dt = k(cs — c) kg/s 


where M kg is the amount of solute dissolving in ¢ s, k (m*/s) is a constant and c, and c 
are the saturation and bulk concentrations of the solute respectively in kg/m. In a pilot 
test on a vessel 1 m? in volume, 75% saturation was attained in 10 s. If 300 kg of a solid 
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containing 28% by mass of a water soluble solid is agitated with 100 m° of water, how 
long will it take for all the solute to dissolve assuming conditions are the same as in the 
pilot unit? Water is saturated with the solute at a concentration of 2.5 kg/m’. 


Solution 
The mass of solute M, dissolving in f¢ s is: 
dM /dt = k(cs — c) kg/s (i) 
For a batch of solution, V m? in volume: dM = Vdc 
and substituting for dM in (i): Vdc/dt = k(cs — c)/V 
Integrating: In((cs — co)/ (cs — €)) = kt/V (ii) 


where Co is the concentration of the solute when ¢ = 0. 
For pure water, cy = 0 kg/m? when t = 0 and hence equation (ii) becomes: 


c=c, — e™/ V) kg/m? (iii) 


For the pilot test, the batch volume, V = 1 mê, and c, = 2.5 kg/m? at saturation. When 
t = 10 s, 75% saturation is achieved or: 


c = (2.5 x 75/100) = 1.875 kg/m? 
Therefore, in equation (iii): 
1.875 = 2.511 — e !/!) and k = 0.138 


For the full-scale unit, the batch volume, V = 100 m°. Mass of solute present = (300 x 
28/100) = 84 kg and c = (84/100) = 0.84 kg/m’. 
Therefore, in equation (iii): 0.84 = 2.5(1 — e7®138t/100) and t = 297 s 


PROBLEM 7.5 


For producing an oil-water emulsion, two portable three-bladed propeller mixers are 
available; a 0.5 m diameter impeller rotating at 1 Hz and a 0.35 m impeller rotating 
at 2 Hz. Assuming turbulent conditions prevail, which unit will have the lower power 
consumption? 


Solution 
Under turbulent conditions, the power requirements for mixing are given by: 
P = kN°D° (equation 7.13) 
In this case: P4 = (k1? x 0.5°) = 0.03125k and P, = (k2? x 0.355) = 0.0420k 
P; /P2 = (0.03125k/0.0420k) = 0.743 


Thus the 0.5 m diameter impeller will have the lower power consumption; some 75% of 
that of the 0.35 m diameter impeller. —— ee 
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PROBLEM 7.6 


A reaction is to be carried out in an agitated vessel. Pilot-plant experiments were performed 
under fully turbulent conditions in a tank 0.6 m in diameter, fitted with baffles and 
provided with a flat-bladed turbine. It was found that satisfactory mixing was obtained 
at a rotor speed of 4 Hz, when the power consumption was 0.15 kW and the Reynolds 
number 160,000. What should be the rotor speed in order to retain the same mixing 
performance if the linear scale of the equipment is increased 6 times? What will be the 
power consumption and the Reynolds number? 


Solution 
See Volume 1, Example 7.3. 


PROBLEM 7.7 


Tests on a small scale tank 0.3 m diameter (Rushton impeller, diameter 0.1 m) have 
shown that a blending process between two miscible liquids (aqueous solutions, prop- 
erties approximately the same as water, i.e. viscosity 1 mN s/m’, density 1000 kg/m>) 
is satisfactorily completed after 1 minute using an impeller speed of 250 rev/min. It is 
decided to scale up the process to a tank of 2.5 m diameter using the criterion of constant 
tip-speed. 


(a) What speed should be chosen for the larger impeller? 
(b) What power will be required? 
(c) What will be the blend time in the large tank? 


Solution 


a) In the small scale tank, the 0.1 m diameter impeller is rotated at 250 rev/min or: 
(250/60) = 4.17 Hz. 


The tip speed is then: DN = (x x 0.1 x 4.17) = 1.31 m/s 
If this is the same in the large scale tank, where D = (2.5/3) = 0.83 m, then: 


1.31 = (a x 0.83 x N) 
from which the speed of rotation to the larger impeller, 


N = 0.346 Hz or 20.8 rev/min 


b) In the large scale tank: N=0.346Hz, D=0.83m, p= 1000 kg/m? 
and u = 1 x 10-3 Ns/m?. 
Thus, Re = D?N p/u = (0.83? x 0.346 x 1000)/(1 x 1077) = 238,360. 


From Fig. 7.6, for a propeller mixer, the Power number, N p = 0.6. 


Thus: 0.6 = P/pN?D° 
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and: P = 0.60N°D° = (0.6 x 1000 x 0.346% x 0.83°) 
= 9.8 W 
c) In the smaller tank: Re = D’Np/ = (0.17 x 4.17 x 1000)/(1 x 1077) = 41700 


In Equation 7.22, the dimensionless mixing time is: 
Om = Ntm = kRe 
or for tm = 60s: (4.17 x 10) = k x 41700 


and: k = 0.0060 

Thus in the larger tank: Ntm = 0.0060 Re 

or: 0.346 tm = (0.0060 x 238,360) 
and: tm = 4140 s or 1.15 min 


PROBLEM 7.8 


An agitated tank with a standard Rushton impeller is required to disperse gas in a solution 
of properties similar to those of water. The tank will be 3 m diameter (1 m diameter 
impeller). A power level of 0.8 kW/m? is chosen. Assuming fully turbulent conditions 
and that the presence of the gas does not significantly affect the relation between the 
Power and Reynolds numbers: 


(a) What power will be required by the impeller? 

(b) At what speed should the impeller be driven? 

(c) If a small pilot scale tank 0.3 m diameter is to be constructed to test the process, 
at what speed should the impeller be driven? 


Solution 
(a) Assuming that the depth of liquid = tank diameter, then: 
volume of liquid = (4D? /4) H 
= (m x 3? x 3)/4 = 21.2 m? 
With a power input of 0.8 kW/m?, the power required be the impeller is: 
P= (0.8 x 21.2) = 17.0 kW 
(b) For fully turbulent conditions and u = 1 mN s/m?, and the power number, from 
Fig. 7.6 is approximately 0.7. On this basis: 
P/pN? D> = 0.7 
or: (17.0 x 10°)/(1000N3 x 1°) = 0.7 
from which: N= 2.90 Hz or 173 rev/ min 
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(c) For the large tank, from Equation 7.13: 


P=kN°D 
or: (17.0 x 10°) =k x 2.90? x 15 
from which: k = 697 


Thus, for the smaller tank, assuming power/unit volume is constant: 
volume of fluid = (1/4)0.3? x 0.3 = 0.021 m? 
and: power supplied, P = (0.021 x 0.8 x 10°) 
=17W 
Thus, for the smaller tank: 
17 = 697 N? x 0.1° 
and: N= 13.5 Hz or 807 rev/min. 


SECTION 8 


Pumping of Fluids 


PROBLEM 8.1 


A three-stage compressor is required to compress air from 140 kN/m? and 283 K to 
4000 kN/m?. Calculate the ideal intermediate pressures, the work required per kilogram of 
gas, and the isothermal efficiency of the process. It may be assumed that the compression 
is adiabatic and interstage cooling is provided to cool the air to the initial temperature. 
Show qualitatively, by means of temperature—entropy diagrams, the effect of unequal 
work distribution and imperfect intercooling, on the performance of the compressor. 


Solution 


It is shown in Section 8.3.4 that the work done is a minimum when the intermediate 
pressures P;; and P; are related to the initial and final pressures Pı and P3 by: 


Pi /P\ = Pi2/Pir = P2/Pi2 (equation 8.45) 
P, = 140 kN/m? and P, = 4000 kN/m’. 
P/P; = 28.57 


Pip /Pi = Po/ Pin = 128.57 = 3.057, 
Pii = 428 kN/m’, 
and: Pj. = 1308 kN/m? 


The specific volume of the air at the inlet is: 
vı = (22.4/29)(283/273)(101.3/140) = 0.579 m°? /kg 


Hence, for 1 kg of air, the minimum work of compression in a compressor of n 


stages is: 
y P, \ -Diny 
W=nP vy (=) (=) —1 (equation 8.46) 
y= 1 


Thus: W = (3 x 140,000 x 0.579)(1.4/0.4)[(28.57)°4/3*14 — 1] = 319,170 J/kg 
The isothermal work of compression is: 
Wiso = P1 V1 In(P2/P1) (equation 8.36) 
= (140,000 x 0.579 In 28.57) = 271,740 J/kg 
The isothermal efficiency = (100 x 271,740)/319, 170 = 85.1% 
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Compression cycles are shown in Figs 8a and 8b. The former indicates the effect of 
various values of n in PV” = constant and it is seen that the work done is the area under 
the temperature—entropy curve. Figure 8b illustrates the three-stage compressor of this 
problem. The final temperature T2, found from T7/T, = (P2/P,)%~/”, is 390 K. The 
dotted lines illustrate the effect of imperfect interstage cooling. 


Rise Temperature, T 


Adiabatic temperature 


pressure 


Work done where 
PV" = constant 
n<y 





0 Entropy, S 


Figure 8a. 
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Figure 8b. 
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PROBLEM 8.2 


A twin-cylinder, single-acting compressor, working at 5 Hz, delivers air at 515 kN/m? at 
the rate of 0.2 m?/s. If the diameter of the cylinder is 20 cm, the cylinder clearance ratio 
5%, and the temperature of the inlet air 283 K, calculate the length of stroke of the piston 
and the delivery temperature. 


Solution 

For adiabatic conditions, PV” = constant 

and: Pa/Pi satya = Ti (P2/P 0 
Thus the delivery temperature = 283(515/101.3)0-4/14 = 500 K 


The volume handled per cylinder = (0.2/2) = 0.1 m/s. 
Volume per stroke = (0.1/5) = 0.02 m?/s at 515 kN/m’. 


Volume at the inlet condition = (0.02 x 283)/500 = 0.0126 m?/s. 
From equation 8.42, 0.0126 = V,[1 + c — c(P2/P,)'/"] where c is the clearance and 
V, the swept volume. 


Thus: 0.0126 = V,[1 x 0.05 — 0.05(515/101.3)!/!4] and V, = 0.0142 m? 
(1t/4)(0.2)? x stroke = 0.0142 and the stroke = 0.45 m 





PROBLEM 8.3 


A single-stage double-acting compressor running at 3 Hz is used to compress air from 
110 kN/m? and 282 K to 1150 kN/m’. If the internal diameter of the cylinder is 20 cm, 
the length of stroke 25 cm, and the piston clearance 5%, calculate: 


(a) the maximum capacity of the machine, referred to air at the initial temperature and 
pressure, and 
(b) the theoretical power requirements under isentropic conditions. 


Solution 


The volume per stroke = (2 x (7/4)(0.2)* x 0.25) = 0.0157 m° 
The compression ratio = (1150/110) = 10.45. 


The swept volume V, is given by: 
0.0157 = V,[1 + 0.05 — 0.05(10.45)!/!4] and V, = 0.0217 m? (equation 8.42) 
The work of compression/cycle is: 


W = Pi (Vi — Vay(y/y — DE(P2/P1)% PY — 1] (equation 8.41) 
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and substituting for (V; — V4), gives: 
W = PiV.[1 + c — c(P2/P1)'Iy/y — DI (P2/Pi)%?/” —1] (equation 8.43) 
= (110,000 x 0.0157)(1.4/0.4)[(10.45)°78° — 1] = 5781 J 


The theoretical power requirement = (3 x 5781) = 17,340 W or 17.3 kW 
The capacity = (3 x 0.0157) = 0.047 m/s 


PROBLEM 8.4 


Methane is to be compressed from atmospheric pressure to 30 MN/m? in four stages. 
Calculate the ideal intermediate pressures and the work required per kilogram of gas. 
Assume compression to be isentropic and the gas to behave as an ideal gas. Indicate on 
a temperature—entropy diagram the effect of imperfect intercooling on the work done at 
each stage. 


Solution 


The ideal intermediate pressures are obtained when the compression ratios in each stage 
are equal. If the initial, intermediate, and final pressures from this compressor are P1, P2, 
P3, P4, and Ps, then: 


P2/P, = P3/P2 = Pa/P3 = Ps/P4 = Ps/P\ 
as in problem 8.1. 
Ps/P, = (30,000/101.3) = 296.2 
and: (Ps/P1)°> = 4.148 
Hence: Py = 4.148P, = (4.148 x 101.3) = 420 kN/m? 


P3 = 4.148P) = 1.74 MN/m* 


P, = 4.148P3 = 7.23 MN/m? 


The work required per kilogram of gas is: 


paN Y-Diny 
Y - ( > ) =j (equation 8.46) 
y= 1 


For methane, the molecular mass = 16 kg/kmol and the specific volume at STP = 
(22.4/16) = 1.40 m? /kg. 
If y = 1.4, the work per kilogram is: 


W = (4 x 101,300 x 1.40)(1.4/0.4)[(296.2)°*/ 4"! — 1] 
= 710,940 J/kg or 711 kJ/kg 





W=nP\V, 


The effect of imperfect cooling is shown in Figs 8a and 8b. 
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PROBLEM 8.5 


An air-lift raises 0.01 m?/s of water from a well 100 m deep through a 100 mm diameter 
pipe. The level of the water is 40 m below the surface. The air consumed is 0.1 m?/s 
of free air compressed to 800 kN/m?. Calculate the efficiency of the pump and the mean 
velocity of the mixture in the pipe. 


Solution 


See Volume 1, Example 8.6 


PROBLEM 8.6 


In a single-stage compressor: Suction pressure = 101.3 kN/m’. Suction temperature = 
283 K. Final pressure = 380 kN/m’. If each new charge is heated 18 deg K by contact 
with the clearance gases, calculate the maximum temperature attained in the cylinder. 


Solution 


The compression ratio = (380/101.3) = 3.75. 
On the first stroke, the air enters at 283 K and is compressed adiabatically to 380 kN/m?. 


Thus: T2/T, = (P2/P\)% D 
= 3.759786 — 1.459 
Hence, the exit temperature is: T2 = (1.459 x 283) = 413 K 


The clearance volume gases which remain in the cylinder are able to raise the temper- 
ature of the next cylinder full of air by 18 deg K leaving the cylinder and its contents at 
(283 + 18) = 301 K. After compression, the exit temperature is: 


T = (301 x 3.75°8) = 439.2 K 


On each subsequent stroke, the inlet temperature is always 301 K and hence the 
maximum temperature attained is 439.2 K. 





PROBLEM 8.7 


A single-acting reciprocating pump has a cylinder diameter of 115 mm and a stroke of 
230 mm. The suction line is 6 m long and 50 mm diameter and the level of the water in 
the suction tank is 3 m below the cylinder of the pump. What is the maximum speed at 
which the pump can run without an air vessel if separation is not to occur in the suction 
line? The piston undergoes approximately simple harmonic motion. Atmospheric pressure 
is equivalent to a head of 10.4 m of water and separation occurs at pressure corresponding 
to a head of 1.22 m of water. 
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Solution 


The tendency for separation to occur will be greatest at the inlet to the cylinder and at 
the beginning of the suction stroke. 


If the maximum speed of the pump is N Hz, the angular velocity of the driving mech- 
anism is 27N radian/s. 


The acceleration of the piston = (0.5 x 0.23)(aN)? cos (27N) m/s”. 


The maximum acceleration, when t = 0, is 4.54 N? m/s’. 
Maximum acceleration of the liquid in the suction pipe is: 


(0.115/0.05)?(4.54N7) = 24.02 N? m/s 


Accelerating force on the liquid = (24.02N?(s/2)(0.05)? x 6 x 1000). 
Pressure drop in suction line due to acceleration 


= (24.02N* x 6 x 1000) = 1.44 x 10° N? N/m? 
= (1.44 x 10° N7/1000 x 9.81) = 14.69 N? m of water 
Pressure head at the cylinder when separation is about to occur: 


1.22 = (10.4 — 3.0 — 14.69 N?) m of water and : N = 0.65 Hz 





PROBLEM 8.8 


An air-lift pump is used for raising 0.8 I/s of a liquid of density 1200 kg/m? to a height 
of 20 m. Air is available at 450 kN/m’. If the efficiency of the pump is 30%, calculate 
the power requirement, assuming isentropic compression of the air (y = 1.4). 


Solution 


Volume flow of liquid = 800 cm/s or 800 x 10~° m3/s 
Mass of flowrate of liquid = (800 x 1076 x 1200 = 0.96 kg/s 
Work done per second = (0.96 x 20 x 9.81) = 188.4 W 
Actual work of expansion of air = (188.4/0.3) = 627.8 W. 


The mass of air required per unit time is: 
W = Pavamln(P/Pa) = PaValn(P/Pa) (equation 8.49) 

where V, is the volume of air at STP, 
Thus: 627.8 = 101,300V, In(450/101.3) and V, = 0.0042 m° 
The work done in the isentropic compression of this air is: 

Pal = Dia Piya (equation 8.37) 

= (101,300 x 0.0042)(1.4/0.4)[(450/101.3)°?8° — 1] = 792 J 

Power required = 792 J/s = 792 W or 0.79 kW. 
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PROBLEM 8.9 


A single-acting air compressor supplies 0.1 m3/s of air (at STP) compressed to 380 kN/m? 
from 101.3 kN/m? pressure. If the suction temperature is 288.5 K, the stroke is 250 mm, 
and the speed is 4 Hz, find the cylinder diameter. Assume the cylinder clearance is 4% 
and compression and re-expansion are isentropic (y = 1.4). What is the theoretical power 
required for the compression? 


Solution 


See Volume 1, Example 8.3. 


PROBLEM 8.10 


Air at 290 K is compressed from 101.3 to 2000 kN/m? pressure in a two-stage compressor 
operating with a mechanical efficiency of 85%. The relation between pressure and volume 
during the compression stroke and expansion of the clearance gas is PV'> = constant. 
The compression ratio in each of the two cylinders is the same and the interstage cooler 
may be taken as perfectly efficient. If the clearances in the two cylinders are 4% and 5% 
respectively, calculate: 


(a) the work of compression per unit mass of gas compressed; 
(b) the isothermal efficiency; 

(c) the isentropic efficiency (y = 1.4); 

(d) the ratio of the swept volumes in the two cylinders. 


Solution 


See Volume 1, Example 8.4. 


PROBLEM 8.11 


Explain briefly the significance of the “specific speed” of a centrifugal or axial-flow pump. 
A pump is designed to be driven at 10 Hz and to operate at a maximum efficiency when 
delivering 0.4 m?/s of water against a head of 20 m. Calculate the specific speed. What 
type of pump does this value suggest? A pump built for these operating conditions has 
a measured overall efficiency of 70%. The same pump is now required to deliver water 
at 30 m head. At what speed should the pump be driven if it is to operate at maximum 
efficiency? What will be the new rate of delivery and the power required? 


Solution 


Specific speed is discussed in Section 8.2.3 of Volume 1, where it is shown to be 
N, = NQ'/*/(gh)*/*. This expression is dimensionless providing that the pump speed, 
throughput, and head are expressed in consistent units. 
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In this problem, N = 10 Hz, Q = 0.4 m?/s, and h = 20 m. 
Thus: N, = (10 x (0.4)°°/(9.81 x 20)"”) = 0.121 


Reference should be made to specialist texts on pumps where classifications of pump 
types as a function of specific speed are presented. A centrifugal pump is suggested here. 


Q «WN and Q1/Q2 = N,/N2 (equation 8.15) 
and: h x N? and hy /h = (N,/N2)* (equation 8.16) 
Thus: (20/30) = (10/N>)* from which N2 = 12.24 Hz 
and: 0.4/Q2 = (10/12.24) from which Q, = 0.49 m?/s 


Power required = (1/n)(mass flow x head x g) 
= (1/0.7)(0.49 x 1000 x 30 x 9.81) = 206 


= 


PROBLEM 8.12 


A centrifugal pump is to be used to extract water from a condenser in which the vacuum 
is 640 mm of mercury. At the rated discharge, the net positive suction head must be at 
least 3 m above the cavitation vapour pressure of 710 mm mercury vacuum. If losses in 
the suction pipe account for a head of 1.5 m, what must be the least height of the liquid 
level in the condenser above the pump inlet? 


Solution 


The system is illustrated in Fig. 8c. From an energy balance, the head at the suction point 
of the pump is: 
hi = (Po/ph) +x — (uj /2g) — hy 


Condenser pressure 
= P) kN/m? 
Liquid level 













Velocity 


Figure 8c. 
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The losses in the suction pipe = 1.5 m, and (u;7/2g) = hp = 1.5 
The net positive suction head (NPSH) is discussed in Section 8.2.3 where it is 
shown that: 


NPSH = h; — (P,/pg) 


where P, is the vapour pressure of the liquid being pumped. The minimum height x is 
then obtained from: 


3 = (Po/pg) + x — 1.5 — (Pv/pg) 
Po = (760 — 640) = 120 mm Hg = 16,000 N/m? 
P, = (760 — 710) = 50 mm Hg = 6670 N/m? 
p = 1000 kg/m3, g = 9.81 m/s” 
x = 3 + 1.5 — (16,000 + 6670)/(1000 x 9.81) = 3.55 m 





PROBLEM 8.13 


What is meant by the Net Positive Suction Head (NPSH) required by a pump? Explain 
why it exists and how it can be made as low as possible. What happens if the necessary 
NPSH is not provided? 

A centrifugal pump is to be used to circulate liquid of density 800 kg/m? and viscosity 
0.5 mN s/m? from the reboiler of a distillation column through a vaporiser at the rate of 
400 cm/s, and to introduce the superheated liquid above the vapour space in the reboiler 
which contains liquid to a depth of 0.7 m. Suggest a suitable layout if a smooth-bore 
25 mm pipe is to be used. The pressure of the vapour in the reboiler is 1 kN/m? and the 
NPSH required by the pump is 2 m of liquid. 


Reboiler 
P=IkN/m2 





Vaporiser 


Figure 8d. 


Solution 


See Volume 1, Example 8.2 
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PROBLEM 8.14 


1250 cm/s of water is to be pumped through a steel pipe, 25 mm diameter and 30 m 
long, to a tank 12 m higher than its reservoir. Calculate the approximate power required. 
What type of pump would you install for the purpose and what power motor (in kW) 
would you provide? Viscosity of water = 1.30 mN s/m?. Density of water = 1000 kg/m’. 


Solution 


For a 25 mm bore pipe, cross-sectional area = (7 /4)(0.025)? = 0.00049 m?. 
Viscosity, u = (1250 x 10~°)/0.00049 = 2.54 m/s. 


and Re = pud /u = (1000 x 2.54 x 0.025)/(1.3 x 1073) = 48,900 


From Table 3.1 the roughness e of a steel pipe will be taken as 0.045 mm. Hence 
e/d = (0.046/25) = 0.0018. 

When e/d = 0.0018 and Re = 4.89 x 10+, from Fig. 3.7 R/pu* = 0.0032 

The pressure drop is then calculated from the energy balance equation and 
equation 3.19. For turbulent flow of an incompressible fluid: 


Au? /2 + gAz + v(P2 — P1) + 4(R/pu’ )(l/d)u> = 0 
The pressure drop is: 
(Pi — P2) = plAu?/2 + gAz + 4(R/pu)(I/d)u] = p{[0.5 + 4(R/ pu? )(l/d)\u" + gAz} 


since the velocity in the tank is equal to zero. 
Substituting: 


(Pı — P2) = 1000{[0.5 + 4(0.0032(30/0.025)]2.547 + (9.81 x 12)} 
= 219,500 N/m? or 219.5 kN/m? 


Power = G[(u?/2) + gAz + F] = (kg/s)(m?/s”) = (m?/s)(N/m7) (equation 8.60) 
= (1.25 x 107°)(2.195 x 10°) = 275 W 


If a pump efficiency of 60% is assumed, the pump motor should be rated at (275/0.6) = 
458 W. A single stage centrifugal pump would be suitable for this duty. 


PROBLEM 8.15 


Calculate the pressure drop in, and the power required to operate, a condenser consisting 
of 400 tubes, 4.5 m long and 10 mm internal diameter. The coefficient of contraction at 
the entrance of the tubes is 0.6, and 0.04 m?/s of water is to be pumped through the 
condenser. 


Solution 
Flow of water through each tube = (0.04/400) = 0.0001 m?/s. 
Cross-sectional area of each tube = (7r/4)(0.01)* = 0.0000785 m°. 
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Water velocity = (0.0001 /0.0000785) = 1.273 m/s. 
Entry pressure drop is: 


2 1 2 
APs = a (= — 1) (from equation 3.78) 
2 (Ce 

= (1000 x 1.2737/2)[(1/0.6) — 1]? = 360 N/m? 


Re = pud/j = (1000 x 1.273 x 0.01)/(1.0 x 1073) = 1.273 x 104 
If e is taken as 0.046 mm from Table 3.1, then e/d = 0.0046 and from Fig. 3.7: 


R/pu” = 0.0043. 
The pressure drop due to friction is: 
AP p = 4(R/pu’)(I/d)(pu’) (equation 3.18) 
= (4 x 0.0043(4.5/0.01)(1000 x 1.2737)) = 12,540 N/m? 
Total pressure drop across one tube = (12,540 + 360) = 12,900 N/m? or 12.9 kN/m? 


If tubes are connected in parallel, power required = Ge x ee) 
drop flowrate 


= (12,900 x 0.04) 
=516 W 


PROBLEM 8.16 


75% sulphuric acid, of density 1650 kg/m? and viscosity 8.6 mN s/m’, is to be pumped 
for 0.8 km along a 50 mm internal diameter pipe at the rate of 3.0 kg/s, and then raised 
vertically 15 m by the pump. If the pump is electrically driven and has an efficiency 
of 50%, what power will be required? What type of pump would you use and of what 
material would you construct the pump and pipe? 


Solution 
Cross-sectional area of pipe = (77/4)(0.05)* = 0.00196 m°. 
Velocity, u = 3.0/(1650 x 0.00196) = 0.93 m/s. 
Re = pud /u = (1650 x 0.93 x 0.05)/8.6 x 1073 = 8900 
If e is taken as 0.046 mm from Table 3.1, e/d = 0.00092. 
From Fig. 3.7, R/ pu? = 0.0040. 
Head loss due to friction is: 
hp = —AP ¢/pg = 4(R/pu’)(l/d)(u?/g) (equation 3.20) 
= (4 x 0.004)(800/0.05)(0.937/9.81) = 22.6 m 
Total head = (22.6 + 15) = 37.6 m. 
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Power = (mass flowrate x head x g) (equation 8.61) 


= (3.0 x 37.6 x 9.81) = 1105 W 


If the pump is 50% efficient, power required = (1105/0.5) = 2210 W or 2.2 kW. 
For this duty a PTFE lined pump and lead piping would be suitable. 





PROBLEM 8.17 


60% sulphuric acid is to be pumped at the rate of 4000 cm/s through a lead pipe 
25 mm diameter and raised to a height of 25 m. The pipe is 30 m long and includes two 
right-angled bends. Calculate the theoretical power required. The density of the acid is 
1531 kg/m? and its kinematic viscosity is 4.25 x 1075 m*/s. The density of water may 
be taken as 1000 kg/m’. 


Solution 


Cross-sectional area of pipe = (7 /4)(0.025)? = 0.00049 m? 
Velocity, u = (4000 x 10~°/0.00049) = 8.15 m/s. 


Re = pud /u = ud/(u/p) = (8.15 x 0.025)/(4.25 x 1075) = 4794 


If e is taken as 0.05 mm from Table 3.1, e/d = 0.002 and from Fig. 3.7, 
R/ pu? = 0.0047. 
Head loss due to friction is given by: 


hyp = 4(R/pu?)(1/d)(u*/g) (equation 3.20) 
= (4 x 0.0047)(30/0.025)(8.157/9.81) = 152.8 m and Az = 25.0 m 


From Table 3.2, 0.8 velocity heads (u*/2g) are lost through each 90° bend so that the 
loss through two bends is 1.6 velocity heads or (1.6 x 8.157)/(2 x 9.81) = 5.4 m. 


Total head loss = (152.8 + 25 + 5.4) = 183.2 m. 
Mass flowrate = (4000 x 1076 x 1.531 x 1000) = 6.12 kg/s. 


From equation 8.61 the theoretical power requirement = (6.12 x 183.2 x 9.81) = 
11,000 W or 11.0 kW. 


PROBLEM 8.18 


1.3 kg/s of 98% sulphuric acid is to be pumped through a 25 mm diameter pipe, 30 m 
long, to a tank 12 m higher than its reservoir. Calculate the power required and indicate 
the type of pump and material of construction of the line that you would choose. Viscosity 
of acid = 0.025 N s/m?. Density = 1840 kg/m?. 
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Solution 


Cross-sectional area of pipe = (21/4)(0.0025)* = 0.00049 m°. 
Volumetric flowrate = 1.3/(1.84 x 1000) = 0.00071 m?/s. 
Velocity in the pipe, u = (0.00071/0.00049) = 1.45 m/s 
Re = pud/t = ((1.84 x 1000) x 1.45 x 0.025)/0.025 = 2670 


This value of the Reynolds number lies within the critical zone. If the flow were 
laminar, the value of R/pu* from Fig. 3.7 would be 0.003. If the flow were turbulent, 
the value of R/pu? would be considerably higher, and this higher value should be used 
in subsequent calculation to provide a margin of safety. If the roughness is taken as 
0.05 mm, e/d = (0.05/25) = 0.002 and, from Fig 3.7, R/pu = 0.0057. 

The head loss due to friction, 


hy = 4(R/pu?)(1/d)(u*/g) (equation 3.20) 
= (4 x 0.0057(30/0.025)(1.457/9.81) = 5.87 m 


Az = 12 m so that the total head = 17.87 m. 
The theoretical power requirement, from equation 8.61, is: 


power = (17.87 x 1.3 x 9.81) = 227 W 


If the pump is 50% efficient, actual power = (227/0.5) = 454 W 


A PTFE lined centrifugal pump and lead or high silicon iron pipe would be suitable 
for this duty. 





PROBLEM 8.19 


A petroleum fraction is pumped 2 km from a distillation plant to storage tanks through a 
mild steel pipeline, 150 mm in diameter, at the rate of 0.04 m/s. What is the pressure 
drop along the pipe and the power supplied to the pumping unit if it has an efficiency of 
50%? The pump impeller is eroded and the pressure at its delivery falls to one half. By 
how much is the flowrate reduced? Density of the liquid = 705 kg/m>. Viscosity of the 
liquid = 0.5 mN s/m?. Roughness of pipe surface = 0.004 mm. 


Solution 

Cross-sectional area of pipe = (71/4)0.15* = 0.0177 m’. 

Velocity in the pipe = (0.04/0.0177) = 2.26 m/s. 

Reynolds number = (0.705 x 1000 x 2.26 x 0.15)/(0.5 x 107°) = 4.78 x 10° 

e = 0.004 mm, e/d = (0.004/150) = 0.000027 and from Fig. 3.7, R/pu? = 0.00165 

The pressure drop is: -AP s = 4(R/pu*)(1/d)(pu’) (equation 3.18) 
—AP; = (4 x 0.00165)(2000/0.15)(705 x 2.267) = 316,900 N/m? or 320 kN/m? 
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If the pump efficiency is 50%, 


power = (head x mass flowrate x g)/0.5 
= pressure drop (N/m?) x volumetric flowrate (m?s) /0.5 


= (316,900 x 0.04)/0.5 = 25,350 W or 25.4 W 





If, due to impeller erosion, the delivery pressure is halved, the new flowrate may be 
found from: 
(R/pu?) Re? = —AP d? p/4l u? (equation 3.23) 


The new pressure drop = (316,900/2) = 158,450 N/m? and: 

(R/ pu”) Re = (158,450 x 0.15° x 705)/(4 x 2000 x 0.57 x 107°) = 1.885 x 108 

From Fig. 3.8, when (R/pu?) Re? = 1.9 x 108 and e/d = 0.000027, Re = 3.0 x 10° 
and: (3.0 x 10°) = (705 x 0.15 x u)/(0.5 x 107°) and: u = 1.418 m/s 


The volumetric flowrate is now: (1.418 x 0.0177) = 0.025 m?/s 


PROBLEM 8.20 


Calculate the power required to pump oil of density 850 kg/m? and viscosity 3 mN s/m? 
at 4000 cm?/s through a 50 mm pipeline 100 m long, the outlet of which is 15 m higher 
than the inlet. The efficiency of the pump is 50%. What effect does the nature of the 
surface of the pipe have on the resistance? 


Solution 
Cross-sectional area of pipe = (77/4)0.05* = 0.00196 m? 
Velocity of oil in the pipe = (4000 x 10~°)/0.00196 = 2.04 m/s. 


Re = pud /u = (0.85 x 1000 x 2.04 x 0.05)/(3 x 1073) = 2.89 x 10+ 

If the pipe roughness e is taken to be 0.05 mm, e/d = 0.001, and from Fig. 3.7, 
R/pu* = 0.0031. 

Head loss due to friction is: 


hy = 4(R/pu’)(1/d)(u"/g) (equation 3.20) 


= (4 x 0.0031)(100/0.05)(2.047/9.81) = 10.5 m 
The total head = (10.5 + 15) = 25.5 m 
The mass flowrate = (4000 x 1076 x 850) = 3.4 kg/s 
Power required = (25.5 x 3.4 x 9.81/0.5) = 1700 W or 1.7 kW 


The roughness of the pipe affects the ratio e/d. The rougher the pipe surface, the higher 
will be e/d and there will be an increase in R/pu?. This will increase the head loss due 
to friction and will ultimately increase the power required. 
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PROBLEM 8.21 


600 litres/s of water at 320 K is pumped in a 40 mm i.d. pipe through a length of 150 m 
in a horizontal direction and up through a vertical height of 10 m. In the pipe there is 
a control valve which may be taken as equivalent to 200 pipe diameters and other pipe 
fittings equivalent to 60 pipe diameters. Also in the line there is a heat exchanger across 
which there is a loss in head of 1.5 m of water. If the main pipe has a roughness of 
0.0002 m, what power must be delivered to the pump if the unit is 60% efficient? 


Solution 


Mass flowrate of water = (600 x 1076 x 1000) = 0.6 kg/s. 
Cross-sectional area of pipe = (71/4)0.04 = 0.00126 m?. 

Velocity of water in the pipe = (600 x 10~°/0.00126) = 0.476 m/s. 
Re = pud /u = (1000 x 0.476 x 0.04)/(1 x 107°) = 1.9 x 104. 


If e = 0.0002 m, e/d = 0.005, and from Fig. 3.7, R/pu2 = 0.0042. 


The valve and fittings are equivalent to 260 pipe diameters which is equal to (260 x 
0.04) = 10.4 m of pipe. 

The equivalent length of pipe is therefore (150 + 10.4) = 160.4 m. 
The head loss due to friction is: 


hy = 4(R/pu?)(1/d)(u"/g) (equation 3.20) 
= (4 x 0.0042)(160.4/0.04)(0.4767/9.81) = 1.56 m 


total head = (1.56 + 1.5 + 10) = 13.06 m. 
and: power required = (13.06 x 0.6 x 9.81)/0.6 = 128 W 


PROBLEM 8.22 


A pump developing a pressure of 800 kN/m? is used to pump water through a 150 mm 
pipe 300 m long to a reservoir 60 m higher. With the valves fully open, the flowrate 
obtained is 0.05 m?/s. As a result of corrosion and scaling the effective absolute roughness 
of the pipe surface increases by a factor of 10. By what percentage is the flowrate reduced? 
Viscosity of water = 1 mN s/m’. 


Solution 


800 kN/m? is equivalent to a head of 80,000/(1000 x 9.81) = 81.55 m of water. If the 
pump is required to raise the water through a height of 60 m, then neglecting kinetic 
energy losses, the head loss due to friction in the pipe = (81.55 — 60) = 21.55 m. 


The flowrate under these conditions is 0.05 m?/s. 
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The cross-sectional area of the pipe = (71/4)0.15? = 0.0177 m?. 
Velocity of the water = (0.05/0.0177) = 2.82 m/s. 


Head loss due to friction is: 


hy = 8(R/pu?)(1/d)(w? /2g) (equation 3.20) 
Thus: 21.55 = 8(R/pu7)(300/0.15)(2.827/(2 x 9.81)) 
and: R/ pu? = 0.0033 


Re = pud /u = (1000 x 2.82 x 0.15)/1073 = 4.23 x 10° 

From Fig. 3.7, e/d is 0.003. 

If, as a result of scaling and fouling, the roughness increases by a factor of 10, the new 
value of e/d = 0.03. Fig. 3.7 can no longer be used since the new velocity, and hence 
the Reynolds number, is unknown. Use is made of equation 3.23 and Fig. 3.8 to find the 
new velocity. 

The maximum head loss due to friction is still equal to 21.55 m as the pump head is 
unchanged. 


Thus: 21.55 m = (21.55 x 1000 x 9.81) = 211,410 N/m? 
(R/pu?) Re* = —AP sd? p/4l u? (equation 3.23) 
= (211,410 x 0.15? x 1000/4 x 300 x 107°) = 6.0 x 108 
From Fig. 3.8, Re = 2.95 x 10° when e/d = 0.03. 


Hence the new velocity = (2.95 x 10° x 1077)/(1000 x 0.15) = 1.97 m/s 
Reduction in flow = (100(2.82 — 1.97)/2.82) = 30.1 per cent. 


SECTION 9 


Heat Transfer 


PROBLEM 9.1 


Calculate the time taken for the distant face of a brick wall, of thermal diffusivity, Dy = 
0.0042 cm?/s and thickness / = 0.45 m, initially at 290 K, to rise to 470 K if the near 
face is suddenly raised to a temperature of 6’ = 870 K and maintained at that temperature. 
Assume that all the heat flow is perpendicular to the faces of the wall and that the distant 
face is perfectly insulated. 


Solution 


The temperature at any distance x from the near face at time ¢ is given by: 


N=oo 
0 = X` (-1)%6/{erfe[(QIN + x)/(2VDyt)] + erfc[2(N + 1)l — x/(2VDut)]} 
N=0 


(equation 9.37) 
and the temperature at the distant face is: 


N=oo 
0 = X (-1)%6/{2erfe[(2N + 1)1]/(2VDyt)} 
N=0 


Choosing the temperature scale such that the initial temperature is everywhere zero, 
6/20’ = (470 — 290)/2(870 — 290) = 0.155 
Dy = 0.0042 cm?/s or 4.2 x 1077 m?/s,./Dy = 6.481 x 10* and 1=0.45m 


N=oo 
Thus: 0.155 = DS (—1) erfe 347(2N + 1)/1°° 
N=0 


= erfc(347r °°) — erfc(10421- °°) + erfe(1736r ©) 


Considering the first term only, 347#~°° = 1.0 and t = 1.204 x 10° s 
The second and higher terms are negligible compared with the first term at this value 
of t and hence: t = 0.120 Ms (33.5 h) 
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PROBLEM 9.2 


Calculate the time for the distant face to reach 470 K under the same conditions as 
Problem 9.1, except that the distant face is not perfectly lagged but a very large thickness 
of material of the same thermal properties as the brickwork is stacked against it. 


Solution 


This problem involves the conduction of heat in an infinite medium where it is required 
to determine the time at which a point 0.45 m from the heated face reaches 470 K. 
The boundary conditions are therefore: 


96=0, t=0; @=6,t>0 forall values of x 
0 = (870 — 290) = 580deg K, x=0,t>0 
6=0, x=œ, t>0 

0=0, x=0, t=0 

A (= v0 =) 





at ax? © ay? a 
v0 ese es ; 
= Dura (for unidirectional heat transfer) (equation 9.29) 
x 
= CO 
The Laplace transform of: 6=0= | be P' dt (1) 
0 
a6 - ô= 
and hence: ahaa A pee (ii) 
dx? Dy Dy 
Integrating equation (ii): = Bye*V ?/2) 4+ Be *V (P/P) + 6,_9/ p (iii) 
do 
and: q = Biv @/Die’Y RIDE) — Bas/(p/Die ee? (iv) 
a! CO 
In this case, O1>0 = J Je P'dt=6'/p 
x= 0 


00 © / 30 
and: (z) = J (=) edt = 0 
ot t>0 0 ot 
x=0 


Substituting the boundary conditions in equations (iii) and (iv): 


A150 = >o /P = Bi + Br + 61-0/P or Bı + B2 = O'o /P 
x= x=0 x=0 


a0 
and: (=) = 0 = B,/(p/Dine® — Bo /(p/Die 
t>0 


x=0 


Bi/(p/Dy) =0 and Bı =0, Ba = 150 /P 
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From (iii), ð = Bye *V (P/PH) = 6 p—'e*VP where k = x/./Dy 


The Laplace transform of p~!e~*V? = erfck/2,/t (from Volume 1, Appendix). 


(v) 


and: 0 =U pg erfc 


a [zya 


When x = 0.45 m, 6 = (470 — 290) = 180 deg K, and hence in (v), with Dy = 4.2 x 
1077 m?/s, 
(180/580) = erfc{[0.45/(6.481 x 107*)][1/(2./7)]} = 0.31 

oA (0.45/6.481 x 107*+)/2./t = 0.73 
and: t=2.26x10°s or 0.226 Ms (62.8 h) 

As an alternative method of solution, Schmidt’s method is used with the construc- 
tion shown in Fig. 9a. In this case Ax = 0.1 m and it is seen that at x = 0.45 m, the 
temperature is 470 K after a time 20A t. 


In equation 9.43: At = (0.1)?/(2 x 4.2 x 1077) = 1.191 x 10* s 
and hence the required time, t = (20 x 1.191 x 104) = 2.38 x 10° s = 0.238 Ms (66.1 h) 


The difference here is due to inaccuracies resulting from the coarse increments of x. 


Temperature (K) 











1.5 14 13 12 11 10 09 08 07 06 05 04 03 02 01 0 
Distance from hot face (m) 


Figure 9a. 


PROBLEM 9.3 


Benzene vapour, at atmospheric pressure, condenses on a plane surface 2 m long and 
1 m wide maintained at 300 K and inclined at an angle of 45° to the horizontal. Plot the 
thickness of the condensate film and the point heat transfer coefficient against distance 
from the top of the surface. 
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Solution 


At 101.3 kN/m’, benzene condenses at T, = 353 K. With a wall temperature of T, = 
300 K, the film properties at a mean temperature of 327 K are: 


u = 4.3 x 10-4 N s/m’, p = 860 kg/m?, k = 0.151 W/m K and 
à = 423 kJ/kg = 4.23 x 10° J/kg 


Thus: 
s = {[4uk(T, — Ty)x]/(g sin @rp?)}?> (equation 9.168) 
= {[4 x 4.3 x 1074 x 0.151(353 — 300)x]/(9.81 sin 45° x 4.23 x 10° x 8607)}° 
= 2.82 x 1074x’ m 
Similarly: 
h = {(p’g sin oak’) /[4u(T, — Tw)” (equation 9.169) 


= {(8607 x 9.81 sin 45° x 4.23 x 10° x 0.151°)/[4 x 4.3 x 1074(353 — 300)x]}°> 
= 535x 9? Wim?K 


Values of x between 0 and 2.0 m in increments of 0.20 m are now substituted in these 
equations with the following results, which are plotted in Fig. 9b. 
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Figure 9b. 
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x 9-25 x7 0.25 S h 
(m) (m) (W/m? K) 
0 0 lee) 0 oO 
0.1 0.562 1.778 1.58 x 107 951 
0.2 0.669 1.495 1.89 x 107 800 
0.4 0.795 1.258 2.24 x 107 673 
0.6 0.880 1.136 2.48 x 107 608 
0.8 0.946 1.057 2.67 x 10~ 566 
1.0 1.000 1.000 2.82 x 107 535 
1.2 1.047 0.956 2.95 x 107 512 
1.4 1.088 0.919 3.07 x 10~4 492 
1.6 1.125 0.889 3.17 x 10~4 476 
1.8 1.158 0.863 3.27 x 107 462 
2.0 1.189 0.841 3.35 x 10~4 450 





PROBLEM 9.4 


It is desired to warm 0.9 kg/s of air from 283 to 366 K by passing it through the pipes 
of a bank consisting of 20 rows with 20 pipes in each row. The arrangement is in-line 
with centre to centre spacing, in both directions, equal to twice the pipe diameter. Flue 
gas, entering at 700 K and leaving at 366 K, with a free flow mass velocity of 10 kg/m?s, 
is passed across the outside of the pipes. Neglecting gas radiation, how long should the 
pipes be? 

For simplicity, outer and inner pipe diameters may be taken as 12 mm. Values of k 
and u, which may be used for both air and flue gases, are given below. The specific heat 
capacity of air and flue gases is 1.0 kJ/kg K. 


Temperature Thermal conductivity Viscosity 
(K) k(W/m K) u(mN s/m?) 
250 0.022 0.0165 
500 0.044 0.0276 
800 0.055 0.0367 


Solution 


Heat load, Q = 0.9 x 1.0(366 — 283) = 74.7 kW 
Temperature driving force, 6; = (700 — 366) = 334 deg K, 
62 = (366 — 283) = 83 deg K 
and in equation 9.9, 6,, = (334 — 83)/1n(334/83) = 180deg K 
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Film coefficients 
Inside: 
hid; /k = 0.023(dG' /1)°8(C,u/k)°* (equation 9.61) 
di = 12 mm or 1.2 x 107? m. 

The mean air temperature = 0.5(366 + 283) = 325 K and k = 0.029 W/m K. 

Cross-sectional area of one tube = (7/4)(1.2 x 1077)? = 1.131 x 1074 m? 

Area for flow = (20 x 20)1.131 x 1074 = 4.52 x 107? m°. 

Thus, mass velocity G = 0.9/(4.52 x 107?) = 19.9 kg/m’s. 

At 325 K, u = 0.0198 mN s/m? or 1.98 x 1075 N s/m? 

C, = (1.0 x 10°)J/kg K 
Thus: (h; x 1.2 x 1077)/(2.9 x 107?) = 0.023(1.2 x 107? x 19.9/1.98 x 107°)°8 
x (1.0 x 10° x 1.98 x 107>/0.029)°* 
0.4138h; = 0.023(1.206 x 10*)°8(0.683)°* and h; = 87.85 W/m?K 
Outside: 
hodo (k= 0.33C,(doG' / W&S (Cpu / K)? (equation 9.90) 
d,=12.0mm or 1.2 x 107? m 
G' = 10 kg/m? s for free flow 
Ginax = YG'/(Y — do) 
where Y, the distance between tube centres = 2d, = 2.4 x 107? m. 
Giaax = (2.4 x 107? x 10.0)/(2.4 x 107? — 1.2 x 107°) = 20 kg/m’ s 
At a mean flue gas temperature of 0.5(700 + 366) = 533 K, 


u = 0.0286 mN s/m? or 2.86 x 1075 N s/m?, k= 0.045 W/mK and C, = (1.0 x 
10°) J/kg K 


Remax = (1.2 x 1072 x 20.0)/(2.86 x 1075) = 8.39 x 103 
From Table 9.3, when Remax = 8.39 x 10°, X = 2d,, and Y = 2d,, Cp = 0.95. 
Thus: (ho x 1.2 x 107*)/(4.5 x 107°) = (0.33 x 0.95)(8.39 x 10°)°* 
x (1.0 x 10° x 2.86 x 10~°)/0.045)°3 
or: 0.267h, = 0.314(8.39 x 103)°5(0.836)°3 and Ah, = 232 W/m? K 


Overall: 
Ignoring wall and scale resistances, then: 


1/U = 1/h, + 1/h; = (0.0114 + 0.0043) = 0.0157 
and: U = 63.7 W/m? K 
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Area required 
In equation 9.1, A = Q/U0m = (74.7 x 10°)/(63.7 x 180) = 6.52 m?. 
Area/unit length of tube = (77/4)(12 x 1077) = 9.43 x 107? m?/m and hence: 
total length of tubing required = 6.52/(9.43 x 1073) = 6.92 x 10? m. 
The length of each tube is therefore = (6.92 x 10*)/(20 x 20) = 173 m 


PROBLEM 9.5 


A cooling coil, consisting of a single length of tubing through which water is circulated, is 
provided in a reaction vessel, the contents of which are kept uniformly at 360 K by means 
of a stirrer. The inlet and outlet temperatures of the cooling water are 280 K and 320 K 
respectively. What would be the outlet water temperature if the length of the cooling coil 
were increased by 5 times? Assume the overall heat transfer coefficient to be constant 
over the length of the tube and independent of the water temperature. 


Solution 
Q = UAATm (equation 9.1) 
where AT is the logarithmic mean temperature difference. For the initial conditions: 
Qı = (mı x 4.18)(320 — 280) = U1 A1[(360 — 280) — (360 — 320)]/ 
[In(360 — 280)/(360 — 320)] 
or: 167.2m, = U,A,(80 — 40)/ In 80/40 = 57.7U,A, 
and: (m,/U\A,) = 0.345 
In the second case, mz = mı, U2 = Uj, and Az = 54A]. 
Q2 = (mı x 4.18)(T — 280) = 5U,A;[(360 — 280) — (360 — T)]/ 
In(360 — 280)/(360 — T) 
or: 4.18(m,/U;A1)(T — 280)/5 = (80 — 360 + T)/[In[80/360 — T)] 
Substituting for (mı /U141), 
0.289(T — 280) = (T — 280)/[In 80/(360 — T)] 
or: In[80/(360 — T)] = 3.467 and T=357.5K 


PROBLEM 9.6 


In an oil cooler, 216 kg/h of hot oil enters a thin metal pipe of diameter 25 mm. An 
equal mass of cooling water flows through the annular space between the pipe and a 
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larger concentric pipe; the oil and water moving in opposite directions. The oil enters at 
420 K and is to be cooled to 320 K. If the water enters at 290 K, what length of pipe 
will be required? Take coefficients of 1.6 kW/m? K on the oil side and 3.6 kW/m? K on 
the water side and 2.0 kJ/kg K for the specific heat of the oil. 


Solution 
Heat load 


Mass flow of oil = 6.0 x 107? kg/s. 


and hence, Q = (6.0 x 107? x 2.0)(420 — 320) = 12 kW 
Thus the water outlet temperature is given by: 


12 = (6.0 x 107? x 4.18)(T — 290) or T = 338 K 


Logarithmic mean temperature driving force 
In equation 9.9: 

6; = (420 — 338) = 82deg K, 6) = (320 — 290) = 30 deg K 
and: Om = (82 — 30)/ 1n(82/30) = 51.7 deg K 


Overal coefficient 


The pipe wall is thin and hence its thermal resistance may be neglected. 
Thus in equation 9.8: 


1/U = 1/h +1/h; = (1/1.6 + 1/3.6) and U= 1.108 kW/m? K 


Area 

In equation 9.1, A = Q/U6,, = 12/(1.108 x 51.7) = 0.210 m? 
Tube diameter = 25 x 107° m (assuming a mean value) 

area/unit length = (2 x 25 x 107° x 1.0) = 7.85 x 107? m?/m 

and the tube length required = 0.210/(7.85 x 107?) = 2.67 m 


PROBLEM 9.7 


The walls of a furnace are built of a 150 mm thickness of a refractory of thermal conduc- 
tivity 1.5 W/m K. The surface temperatures of the inner and outer faces of the refractory 
are 1400 K and 540 K respectively. If a layer of insulating material 25 mm thick of 
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thermal conductivity 0.3 W/m K is added, what temperatures will its surfaces attain 
assuming the inner surface of the furnace to remain at 1400 K? The coefficient of heat 
transfer from the outer surface of the insulation to the surroundings, which are at 290 K, 
may be taken as 4.2, 5.0, 6.1, and 7.1 W/m? K for surface temperatures of 370, 420, 470, 
and 520 K respectively. What will be the reduction in heat loss? 


Solution 
Heat flow through the refractory, Q = kA(T, —T2)/x (equation 9.12) 
Thus for unit area, Q = (1.5 x 1.0)(1400 — T2)/(150 x 1073) 


= (14,000 — 1072) W/m? (i) 


where T2 is the temperature at the refractory—insulation interface. 
Similarly, the heat flow through the insulation is: 


Q = (0.3 x 1.0)(T2 — T3)/(25 x 107°) = (12T — 1273) W/m? (ii) 
The flow of heat from the insulation surface at T3 K to the surroundings at 290 K, is: 
Q = hA(T3 — 290) or (T3 — 290) hW/m? (111) 


where h is the coefficient of heat transfer from the outer surface. 

The solution is now made by trial and error. A value of T3 is selected and h obtained 
by interpolation of the given data. This is substituted in equation (iii) to give Q. T2 is then 
obtained from equation (ii) and a second value of Q is then obtained from equation (i). 
The correct value of T3 is then given when these two values of Q coincide. The working 
is as follows and the results are plotted in Fig. 9c. 
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Figure 9c. 
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Pe h Q =h(T3—290) T2=73+OQ/12 Q= (14,000 — 10T2) 
(K) (Wim? K) (W/m?) (K) (W/m?) 
300 3.2 32 302.7 10,973 
350 3.9 234 369.5 10,305 
400 47 517 443.1 9569 
450 5.6 896 524.7 8753 
500 6.5 1355 612.9 7871 
550 7.8 2028 719.0 6810 
600 9.1 2821 835.1 5649 
650 10.4 3744 962.0 4380 
700 11.5 4715 1092.9 3071 
750 12.7 5842 1236.8 1632 


A balance is obtained when 73 = 662 K, at which Q = 4050 W/m’. 
In equation (i): 4050 = (14,000 — 1072) or T2 = 995 K 
Thus the temperatures at the inner and outer surfaces of the insulation are 


995 K and 662 K respectively 


With no insulation, Q = (1.5 x 1.0)(1400 — 540)/(150 x 1073) = 8600 W/m? 
and hence the reduction in heat loss is (8600 — 4050) = 4550 W/m? 


or: (4540 x 100)/8600 = 52.9% 


PROBLEM 9.8 


A pipe of outer diameter 50 mm, maintained at 1100 K, is covered with 50 mm of insu- 
lation of thermal conductivity 0.17 W/m K. Would it be feasible to use a magnesia 
insulation, which will not stand temperatures above 615 K and has a thermal conduc- 
tivity of 0.09 W/m K, for an additional layer thick enough to reduce the outer surface 
temperature to 370 K in surroundings at 280 K? Take the surface coefficient of heat 
transfer by radiation and convection as 10 W/m? K. 


Solution 
For convection to the surroundings 
Q = hA3(T3 — T4) W/m 
where A; is area for heat transfer per unit length of pipe, (m?/m). 


The radius of the pipe, rı = (50/2) = 25 mm or 0.025 m. 
The radius of the insulation, r2 = (25 + 50) = 75 mm or 0.075 m. 
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The radius of the magnesia, r3 = (75 + x) = (0.075 + 0.001x) m where x mm is the 
thickness of the magnesia. 
Hence the area at the surface of the magnesia, A3 = 27(0.075 + 0.001x) m?/m 


and Q = 10[27(0.075 + 0.001x)](370 + 280) = (424.1 + 5.66x) W/m (i) 


For conduction through the insulation 
Q =k(2zr,,1)(T, — T2)/(r — rı) (equation 9.22) 
where rm = (r2 — r1 )/ ln r2/r1. 
Q = 0.17[27 x 1.0(r2 — rı)](1100 — T2)/[(r2 — rı ) In(0.075/0.025)] 
= 0.972(1100 — T2) W/m (ii) 


For conduction through the magnesia 
In equation 9.22: 
Q = 0.09[27 x 1.0(r3 — r2)](T2 — 370)/[(r3 — r2) In(0.075 + 0.001x)/0.075] 
= 0.566(T2 — 370)/ In(1 + 0.013x) (iii) 


For a value of x, Q is found from (i) and hence T3 from (ii). These values are substituted 
in (iii) to give a second value of Q, with the following results: 


x Q = (424.1 + 5.66x) T = (1100 — 1.028Q) Q = 0.566(T2 — 370)/ 
(mm) (W/m) (K) In(1 + 0.013x) (W/m) 
5.0 452.4 635 2380 
7.5 466.6 620 1523 
10.0 480.7 606 1092 
12.5 494.9 591 832 
15.0 509.0 577 657 
17.5 523.2 562 531 
20.0 537.3 548 435 


From a plot of the two values of Q, a balance is attained when x = 17.5 mm. With 
this thickness, T2 = 560 K which is below the maximum permitted and hence the use of 


the magnesia would be feasible. 


PROBLEM 9.9 


In order to heat 0.5 kg/s of a heavy oil from 311 K to 327 K, it is passed through tubes of 
inside diameter 19 mm and length 1.5 m forming a bank, on the outside of which steam 
is condensing at 373 K. How many tubes will be needed? 
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In calculating Nu, Pr, and Re, the thermal conductivity of the oil may be taken as 
0.14 W/m K and the specific heat as 2.1 kJ/kg K, irrespective of temperature. The viscosity 
is to be taken at the mean oil temperature. Viscosity of the oil at 319 and 373 K is 154 
and 19.2 mN s/m? respectively. 


Solution 
Heat load 
Q = (0.5 x 2.1)(327 — 311) = 16.8 kW 


Logarithmic mean driving force 
6; = (373 — 311) = 62deg K, 6) = (373 — 327) = 46 deg K 
<. in equation 9.9, Om = (62 — 46)/ In(62/46) = 53.6 deg K 


A preliminary estimate of the overall heat transfer coefficient may now be obtained 
from Table 9.18. 

For condensing steam, h, = 10,000 W/m? K and for oil, h; = 250 W/m? K (say). Thus 
1/U = 1/h, + 1/h; = 0.0041, U = 244 W/m? K and from equation 9.1, the preliminary 
area: 


A = (16.8 x 10°)/(244 x 53.6) = 1.29 m? 
The area/unit length of tube is( x 19.0 x 1073 x 1.0) = (5.97 x 107?)m?/m 
and: total length of tubing = 1.29/(5.97 x 107?) = 21.5 m 
Thus: number of tubes = (21.5/1.5) = 14.3, say 14 tubes 


Film coefficients 


The inside coefficient is controlling and hence this must be checked to ascertain if the 
preliminary estimate is valid. 


The Reynolds number, Re = d;G' /u = (19.0 x 1073)G’/w 
At a mean oil temperature of 0.5(327 + 311) = 319 K, u = 154 x 107° N s/m’. 
Area for flow per tube = (7/4)(19.0 x 107°)? = 2.835 x 1074 m?. 

Fa total area for flow = (14 x 2.835 x 1074) = 3.969 x 107° m? 

and hence: G' = 0.5/(3.969 x 1073) = 1.260 x 10? kg/m?s 

Thus: Re = (19.0 x 107° x 1.260 x 107)/(154 x 1077) = 15.5 

That is, the flow is streamline and hence: 


(hidi/K)(us/ u) = 2.01(GC,/kl)o* (equation 9.85) 


At a mean wall temperature of 0.5(373 + 319) = 346 K, us = 87.0 x 10-7 N s/m?. 


HEAT TRANSFER 137 
The mass flow, G = 0.5 kg/s. 
((hi x 19.0 x 1077)/0.14)(87.0 x 1073/154 x 1073)°!4 
= 2.01((0.5 x 2.1 x 10°)/(0.14 x 1.5))°°3 
or: (0.13h; x 0.923) = (2.01 x 16.6) and h; = 266 W/m? K 


This is sufficiently close to the assumed value and hence 14 tubes would be specified. 








PROBLEM 9.10 


A metal pipe of 12 mm outer diameter is maintained at 420 K. Calculate the rate of heat 
loss per metre run in surroundings uniformly at 290 K, (a) when the pipe is covered with 
12 mm thickness of a material of thermal conductivity 0.35 W/mK and surface emissivity 
0.95, and (b) when the thickness of the covering material is reduced to 6 mm, but the 
outer surface is treated so as to reduce its emissivity to 0.10. The coefficients of radiation 
from a perfectly black surface in surroundings at 290 K are 6.25, 8.18, and 10.68 W/m? 
K at 310 K, 370 K, and 420 K respectively. The coefficients of convection may be taken 
as 1.22(0/d)°?5 W/m? K, where 6(K) is the temperature difference between the surface 
and the surrounding air and d(m) is the outer diameter. 


Solution 
Case (a) 


Assuming that the heat loss is q W/m and the surface temperature is T K, for conduction 
through the insulation, from equation 9.12, q = kAm(420 — T)/x 
The mean diameter is 18 mm or 0.018 m, and hence: 


Am = (a x 0.018) = 0.0566 m?/m x = 0.012 m 
q = (0.35 x 0.0566)(420 — T)/0.012 = (693.3 — 1.67T)W/m (i) 
For convection and radiation from the surface, from equation 9.119: 
q = (h, + h.)Ao(T — 290) W/m 


where h, is the film coefficient equivalent to the radiation and h, the coefficient due to 
convection given by: 


he = 1.22[(T — 290)/d]°> where d = 36 mm or 0.036 m 
he = 2.80(T — 290)°?> W/m? K 


If h, is the coefficient equivalent to radiation from a black body, h, = 0.95h, W/m? K 
The outer diameter is 0.036 m and hence: 


A> = (a x 0.036 x 1.0) = 0.1131 m?/m 
q = [0.95h, + 2.80(T — 290)°>]0.1131(T — 290) 
= 0.1074h,(T — 290) + 0.317(T — 290)! W/m (ii) 
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Values of T are now assumed and together with values of hp from the given data substituted 
into (i) and (ii) until equal values of g are obtained as follows: 


T q= (693.3 — 1.67T) hp 0.1074h,(T — 290) 0.317(T — 290)! q 
(K) (W/m) (W/m? K) (W/m) (W/m) (W/m) 
300 193.3 6.0 6.5 5.7 12.2 
320 160.0 6.5 20.9 22.2 43.1 
340 126.7 7.1 38.1 42.1 80.2 
360 93.3 7.8 58.7 64.2 122.9 
380 60.0 8.55 82.7 87.9 170.6 
400 26.7 9.55 112.8 113.0 225.8 


A balance is obtained when T = 350 K and q = 106 W/m. 


Case (b) 


For conduction through the insulation, x = 0.006 m and the mean diameter is 15 mm or 
0.015 m. 


Am = (a x 0.015 x 1.0) = 0.0471 m? /m 
q = (0.35 x 0.0471)(420 — T)/0.006 = (1154 — 2.75T) W/m (i) 


The outer diameter is now 0.024 m and Aj = (m x 0.024 x 1.0) = 0.0754 m?/m 
The coefficient due to convection is: 


he = 1.22[(T — 290)/0.024]°”> = 3.10(T — 290)°”> W/m? K 
The emissivity is 0.10 and hence h, = 0.10h, W/m? K 
q = [0.10h, + 3.10(T — 290)" ]0.0754(T — 290) 
= 0.00754, (T — 290) + 0.234(T — 290)!” W/m (ii) 


Making the calculation as before: 


T q= (1154 — 2.75T) hp, 0.0075h,(T — 290) 0.234(T — 2905 q 
(K) (W/m) (W/m? K) (W/m) (W/m) (W/m) 
300 329.0 6.0 0.5 4.2 4.7 
320 274.0 6.5 1.5 16.4 17.9 
340 219.0 Til 2.7 31.1 33.8 
360 164.0 7.8 4.2 47.4 51.6 
380 109.0 8.55 5.8 64.9 70.7 
400 54.0 9.55 7.9 83.4 91.3 


A balance is obtained when T = 390 K and q = 81 W/m. 
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PROBLEM 9.11 


A condenser consists of 30 rows of parallel pipes of outer diameter 230 mm and thickness 
1.3 mm with 40 pipes, each 2 m long in each row. Water, at an inlet temperature of 283 K, 
flows through the pipes at 1 m/s and steam at 372 K condenses on the outside of the pipes. 
There is a layer of scale 0.25 mm thick of thermal conductivity 2.1 W/m K on the inside 
of the pipes. Taking the coefficients of heat transfer on the water side as 4.0 and on the 
steam side as 8.5 kW/m” K, calculate the water outlet temperature and the total mass 
flow of steam condensed. The latent heat of steam at 372 K is 2250 kJ/kg. The density 
of water is 1000 kg/m?. 


Solution 


Overall coefficient 


1 1 1 Kip i Xr 
U 7 h; ho kw kr 


(equation 9.201) 


where x, and k, are the thickness and thermal conductivity of the scale respectively. 
Considering these in turn, h; = 4000 W/m? K. 


The inside diameter, d; = 230 — (2 x 1.3) = 227.4 mm or 0.2274m. 
Therefore basing the coefficient on the outside diameter: 


hio = (4000 x 0.2274/0.230) = 3955W/m? K 


For conduction through the wall, xw = 1.3 mm, and from Table 9.1, ky = 45 W/m K 
for steel and (ky,/x,) = (45/0.0013) = 34615 W/m? K 


The mean wall diameter = (0.230 + 0.2274)/2 = 0.2287 m and hence the coefficient 
equivalent to the wall resistance based on the tube o.d. is: (34615 x 0.2287/0.230) = 
34419 W/m? /K 


For conduction through the scale, x, = (0.25 x 1073) m, k, = 2.1 W/m K and hence: 
k,./x, = (2.1/0.25 x 107°) = 8400 W/m? K 


The mean scale diameter = (227.4 — 0.25) = 227.15 mm or 0.2272 m and hence the 
coefficient equivalent to the scale resistance based on the tube o.d. is: 


(8400 x 0.2272/0.230) = 8298 W/m? K 
1/U = (1/3955 + 1/8500 + 1/34419 + 1/8298) = 5.201 x 10-4 
and: U = 1923 W/m? K 


Temperature driving force 


If water leaves the unit at T K: 


0, = (372 — 283) = 89 deg K, 62 = (372 — T) 
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and in equation 9.9: 


Om = [89 — (372 — T)]/ In[89/(372 — T)] = (T — 283)/ In[89/(372 — T)] 


Area 


For 230 mm o.d. tubes, outside area per unit length = (7 x 0.230 x 1.0) = 0.723 m?/m. 


Total length of tubes = (30 x 40 x 2) = 2400 m and hence heat transfer area, A = 
(2400 x 0.723) = 1735.2 m?. 


Heat load 


The cross-sectional area for flow/tube = (7/4)(0.230)? = 0.0416 m?/tube. 

Assuming a single-pass arrangement, there are 1200 tubes per pass and hence area for 
flow = (1200 x 0.0416) = 49.86 m’. 

For a velocity of 1.0 m/s, the volumetric flow = (0.1 x 49.86) m*/s and the mass 
flow = (1000 x 4.986) = 4986 kg/s. 

Thus the heat load, Q = 4986 x 4.18(T — 283) = 20,840(T — 283) kW or 2.084 x 
107(T — 283) W. 

Substituting for Q, U, A, and @,, in equation 9.1: 


(2.084 x 107)(T — 283) = (1923 x 1735.2)(T — 283)/ In[89/(372 — T)] 
or: In[89/(372 — T)] = 0.1601 and T = 296 K 


The total heat load is, therefore, Q = 20,840(296 — 283) = 2.71 x 10° kW 
and the mass of steam condensed = (2.71 x 10°)/2250 = 120.4 kg/s. 


PROBLEM 9.12 


In an oil cooler, water flows at the rate of 360 kg/h per tube through metal tubes of 
outer diameter 19 mm and thickness 1.3 mm, along the outside of which oil flows in the 
opposite direction at the rate of 6.675 kg/s per tube. If the tubes are 2 m long and the 
inlettemperatures of the oil and water are 370 K and 280 K respectively, what will be the 
outlet oil temperature? The coefficient of heat transfer on the oil side is 1.7 kw/m? K 
and on the water side 2.5 kW/m? K and the specific heat of the oil is 1.9 kJ/kg K. 


Solution 


In the absence of information as to the geometry of the unit, the solution will be worked 
on the basis of one tube —a valid approach as the number of tubes effectively appears 
on both sides of equation 9.1. 

If T, and T, are the outlet temperature of the water and the oil respectively, then: 
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Heat load 
Q = ((360/3600) x 4.18)(7,, — 280) = 0.418(7,, — 280) kW for water 
and: Q = ((75/1000) x 1.9)(370 — To) = 0.143(370 — To) kW for the oil. 
From these two equations, Tẹ = (406.5 — 0.3427T,) K 


Area 


For 19.0 mm o.d. tubes, surface area = (a x 0.019 x 1.0) = 0.0597 m?/m and for one 
tube, surface area = (2.0 x 0.0597) = 0.1194 m? 


Temperature driving force 
6; = (370 — Ty), 62 = (To — 280) 
and in equation 9.9: 6,, = [(370 — T») — (To — 280)]/[ln(370 — T,,)/(T, — 280)] 
= (650 — Ty — T,)/In(370 — Tw)/(To — 280) 
Substituting for Tw: 


Om = (243.5 — 0.658T,)/ In(0.342T, — 36.5)/(T, — 280) K 


Overall coefficient 
hi = 2.5 kW/m? K 
di = 19.0 — (2 x 1.3) = 16.4 mm 
Therefore the inside coefficient, based on the outside diameter is: 
hio = (2.5 x 16.4/19.0) = 2.16 kW/m? K 
Neglecting the scale and wall resistances then: 
1/U = (1/2.16 + 1/1.7) = 1.052 m? K/AkW 
and: U = 0.951 kW/m? K 
Substituting in equation 9.1 gives: 
0.143(370 — T,) = (0.951 x 0.1194)(243.5 — 0.6587,,)/ 1n(0.342T, — 36.5)/ (To — 280) 
In(0.3427, — 36.5)/(To — 280) = 0.523 and T, = 324 K 


PROBLEM 9.13 


Waste gases flowing across the outside of a bank of pipes are being used to warm air 
which flows through the pipes. The bank consists of 12 rows of pipes with 20 pipes, each 
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0.7 m long, per row. They are arranged in-line, with centre-to-centre spacing equal, in 
both directions, to one-and-a-half times the pipe diameter. Both inner and outer diameter 
may be taken as 12 mm. Air with a mass velocity of 8 kg/m? s enters the pipes at 290 K. 
The initial gas temperature is 480 K and the total mass flow of the gases crossing the 
pipes is the same as the total mass flow of the air through them. 

Neglecting gas radiation, estimate the outlet temperature of the air. The physical 
constants for the waste gases, assumed the same as for air, are: 


Temperature Thermal conductivity Viscosity 
(K) (W/m K) (mN s/m?) 
250 0.022 0.0165 
310 0.027 0.0189 
370 0.030 0.0214 
420 0.033 0.0239 
480 0.037 0.0260 


Specific heat = 1.00 kJ/kg K. 


Solution 
Heat load 


The cross area for flow per pipe = (7 /4)(0.012)? = 0.000113 m? and therefore for (12 x 
20) = 240 pipes, the total flow area = (240 x 0.000113) = 0.027 m?. 


Thus: flow of air = (8.0 x 0.271) = 0.217 kg/s 


which is also equal to the flow of waste gas. 
If the outlet temperatures of the air and waste gas are T, and Tẹ, K respectively, then: 


Q = (0.217 x 1.0)(T, — 290) kW or 217(T, — 290) W 
and: Q = (0.217 x 1.0)(480 — Tw) kW 
from which: Tẹ = (770 — Ta) K 


Area 


Surface area/unit length of pipe = (r x 0.012 x 1.0) = 0.0377 m? /m. 
Total length of pipe = (240 x 0.7) = 168 m 
and hence the heat transfer area, A = (168 x 0.0377) = 6.34 m°. 


Temperature driving force 
0, = (480 — Ta) 
62 = (Ty — 1290) 


HEAT TRANSFER 143 
or, substituting for Tw: 6) = (480 — Ta) = 01 
Thus in equation 9.9: Om = (480 — Ta) 


Overall coefficient 


The solution is now one of trial and error in that mean temperatures of both streams must 
be assumed in order to evaluate the physical properties. 

Inside the tubes: 
a mean temperature of 320 K, will be assumed at which, 


k = 0.028 W/m K, u = 0.0193 x 107° N s/m’, and C, = 1.0 x 10° J/kg K 
Therefore: 
hid; /k = 0.023 (d;G/ w)?’ (Cpu / K)? 4 (equation 9.61) 
(hi x 0.012/0.028) = 0.023(0.012 x 8.0/0.0193 x 1073)°8 
x (1 x 10° x 0.0193 x 107°/0.028)°4 
hi = 0.0537 (4.974 x 10°)°8(0.689)"* = 41.94 W/m? K 


Outside the tubes: 


The cross-sectional area of the tube bundle = (0.7 x 20)(1.5 x 0.012) = 0.252 m? and 
hence the free flow mass velocity, G’ = (0.217/0.252) = 0.861 kg/m? s. 


From Fig. 9.27: Y = (1.5 x 0.012) = 0.018 m 
and therefore: Ginax = (0.861 x 0.018)/(0.081 — 0.012) = 2.583 kg/m? s 


At an assumed mean temperature of 450 K, u = 0.0250 x 107° N s/m? and k = 
0.035 W/m K. 


Remax = (0.012 x 2.583)/(0.0250 x 1073) = 1.24 x 103 


From Table 9.3: for X = 1.5d, and Y = 1.5d,, Cn = 0.95. 
In equation 9.90: 


h,(0.012/0.035) = (0.33 x 0.95)(1.24 x 10°)°°(1.0 x 10° x 0.0250 x 1073/0.035)° 
ho = (0.914 x 71.8 x 0.714°3) = 59.3 W/m? K 
Hence, ignoring wall and scale resistances: 
1/U = (1/41.91 + 1/59.3) = 4.07 x 107° 
and: U = 24.57 Wim” K 
Thus, in equation 9.1: 
217(Ta — 290) = 24.57 x 6.34(480 — T,) 
from which: Ta = 369.4 K 
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With this value, the mean air and waste gas temperatures are 330 K and 440 K respec- 
tively. These are within 10 deg K of the assumed values in each case. Such a difference 
would have a negligible effect on the film properties and recalculation is unnecessary. 


PROBLEM 9.14 


Oil is to be heated from 300 K to 344 K by passing it at 1 m/s through the pipes of a shell- 
and-tube heat exchanger. Steam at 377 K condenses on the outside of the pipes, which 
have outer and inner diameters of 48 and 41 mm respectively, though due to fouling, the 
inside diameter has been reduced to 38 mm, and the resistance to heat transfer of the pipe 
wall and dirt together, based on this diameter, is 0.0009 m? K/W. 

It is known from previous measurements under similar conditions that the oil side 
coefficients of heat transfer for a velocity of 1 m/s, based on a diameter of 38 mm, vary 
with the temperature of the oil as follows: 


Oil temperature (K) 300 311 322 333 344 
Oil side coefficient of heat transfer (W/m? K) 74 80 97 136 244 


The specific heat and density of the oil may be assumed constant at 1.9 kJ/kg K and 
900 kg/m? respectively and any resistance to heat transfer on the steam side may be 
neglected. 

Find the length of tube bundle required? 


Solution 


In the absence of further data, this problem will be worked on the basis of one tube. 


Heat load 


Cross-sectional area at the inside diameter of the scale = (21/4)(0.038)* = 0.00113 m’. 
volumetric flow = (0.00113 x 1.0) = 0.00113 m?/s 
and: mass flow = (0.00113 x 900) = 1.021 kg/s 
heat load, Q = 1.021 x 1.97344 — 300) = 85.33 kW 


Temperature driving force 
6, = (377 — 300) = 77 deg K, 62 = (377 — 344) = 33 deg K 
and, in equation 9.9: 6,, = (77 — 33)/1n(77/33) = 52deg K 


Overall coefficient 


Inside: 
The mean oil temperature = 0.5(344 + 300) = 322 K at which 


h;(based on d; = 0.038 m) = 97 W/m? K. 
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Basing this value on the outside diameter of the pipe: 
hio = (97 x 0.038/0.048) = 76.8 W/m? K 


Outside: 
From Table 9.17, h, for condensing steam will be taken as 10,000 Wim? K. 


Wall and scale: 
The scale resistance based on d = 0.038 m is 0.0009 m? K/W or: 


k/x = (1/0.0009) = 1111.1 W/m? K. 


Basing this on the tube o.d., k/x = (1111.1 x 0.038/0.048) = 879.6 W/m? K. 


1/U = 1/hio + 1/ho + x/k (equation 9.201) 
= 0.0130 + 0.0001 + 0.00114 
or: U = 70.2 Wim? K 


Area 
A = Q/U0m = (85.33 x 10°)/(70.2 x 52) = 23.4 m? 


Area per unit length of pipe = (x x 0.048 x 1.0) = 0.151 m?/m 
and length of tube bundle = (23.4/0.151) = 154.9 m 


A very large tube length is required because of the very low inside film coefficient and 
several passes or indeed a multistage unit would be specified. A better approach would be 
to increase the tube side velocity by decreasing the number of tubes in each pass, though 
any pressure drop limitations would have to be taken into account. The use of a smaller 
tube diameter might also be considered. 





PROBLEM 9.15 


It is proposed to construct a heat exchanger to condense 7.5 kg/s of n-hexane at a pressure 
of 150 kN/m?, involving a heat load of 4.5 MW. The hexane is to reach the condenser 
from the top of a fractionating column at its condensing temperature of 356 K. From 
experience it is anticipated that the overall heat transfer coefficient will be 450 W/m? K. 
Cooling water is available at 289 K. Outline the proposals that you would make for the 
type and size of the exchanger, and explain the details of the mechanical construction 
that you consider require special attention. 


Solution 


A shell-and-tube unit is suitable with hexane on the shell side. For a heat load of 
4.5 MW = 4.5 x 10° kW, the outlet water temperature is: 


4.5 x 10° =m x 4.18(T — 289) 
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In order to avoid severe scaling in such a case, the maximum allowable water temper- 
ature is 320 K and hence 310 K will be chosen as a suitable value for T. 


Thus: 4.5 x 10° = 4.18m(310 — 289) and m = 51.3 kg/s 
The next stage is to estimate the heat transfer area required. 
Q = UAOnm (equation 9.1) 
where the heat load Q = 4.5 x 10° W 


U = 450 W/m? K 
6, = (356 — 289) = 67 deg K, 6) = (356 — 310) = 46 deg K 


and from equation 9.9, Om = (67 — 46)/1n(67/46) = 55.8 deg K 
No correction factor is necessary as the shell side fluid temperature is constant. 


A = (4.5 x 106)/(450 x 55.8) = 179.2 m? 


A reasonable tube size must now be selected, say 25.4 mm, 14 BWG. 


The outside surface area is therefore (sr x 0.0254 x 1.0) = 0.0798 m?/m and hence 
the total length of tubing required = (179.2/0.0798) = 2246 m. 

A standard tube length is now selected, say 4.87 m and hence the total number of tubes 
required = (2246/4.87) = 460. 

It now remains to decide the number of tubes per pass, and this is obtained from a 
consideration of the water velocity. For shell and tube units, u = 1.0 — 1.5 m/s and a 
value of 1.25 m/s will be selected. 

The water flow, 51.3 kg/s = (51.3/1000) = 0.0513 m3/s. 

The tube i.d. is 21.2 mm and hence the cross-sectional area for flow/tube = 
(7 /4)(0.0212)? = 0.000353 m?. 

Area required to give a velocity of 1.25 m/s = (0.0513/1.25) = 0.0410 m° and hence 
number of tubes/pass = (0.0410/0.000353) = 116 and number of passes = 460/116 ~ 4. 

As the shell side fluid is clean, triangular pitch might be suitable and 460 x 25 mm 
o.d. tubes on 32 mm triangular pitch with 4 tube side passes can be accommodated in a 
0.838 m i.d. shell and still allow room for impingement plates. 

The proposed unit will therefore consist of: 

460, 25.4 mm o.d. tubes x 14 BWG, 4.87 m long arranged in 4 tube side passes on 


32 mm triangular pitch in a 0.838 m i.d. shell. 


The general mechanical details of the unit are described in Section 9.9.1 of Volume 1 
and points of detail are: 


(i) impingement baffles should be fitted under each inlet nozzle; 
(ii) segmental baffles are not usually fitted to a condenser of this type; 
(iii) the unit should be installed on saddles at say 5° to the horizontal to facilitate 
drainage of the condensate. 
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PROBLEM 9.16 


A heat exchanger is to be mounted at the top of a fractionating column about 15 m high to 
condense 4 kg/s of n-pentane at 205 kN/m?, corresponding to a condensing temperature 
of 333 K. Give an outline of the calculations you would make to obtain an approximate 
idea of the size and construction of the exchanger required. 

For purposes of standardisation, 19 mm outside diameter tubes of 1.65 mm wall thick- 
ness will be used and these may be 2.5, 3.6, or 5 m in length. The film coefficient for 
condensing pentane on the outside of a horizontal tube bundle may be taken as 1.1 kW/m? 
K. The condensation is effected by pumping water through the tubes, the initial water 
temperature being 288 K. The latent heat of condensation of pentane is 335 kJ/kg. 

For these 19 mm tubes, a water velocity of 1 m/s corresponds to a flowrate of 0.2 kg/s 
of water. 


Solution 


The calculations follow the sequence of earlier problems in that heat load, temperature 
driving force, and overall coefficient are obtained and hence the area evaluated. It then 
remains to consider the geometry of the unit bearing in mind the need to maintain a 
reasonable cooling water velocity. 

As in the previous example, the n-pentane will be passed through the shell and cooling 
water through the tubes. 


Heat load 


Q = (4.0 x 335) = 1340 kW assuming there is no sub-cooling of the condensate. 
As in Problem 9.15, the outlet temperature of the cooling water will be taken as 310 K, 
and for a flow of G kg/s: 


1340 = G x 4.18(310 — 288) or G = 14.57 kg/s 


Temperature driving force 


6, = (333 — 288) = 45deg K, 6) = (333 — 310) = 23 deg K 
and: Øm = (45 — 23)/In(45/23) = 32.8 deg K 


Overall coefficient 


Inside: 
For forced convection to water in tubes: 


hi = 4280(0.00488T — 1)u°8 /d?? W/m? K (equation 9.221) 


where T, the mean water temperature = 0.5(310 + 288) = 299 K; u, the water velocity 
will be taken as 1 m/s — a realistic optimum value, bearing in mind the need to limit the 
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pressure drop, and d; = (19.0 — (2 x 1.65)) = 15.7 mm or 0.0157 m. 
hi = 4280(0.00488 x 299 — 1)1.0°°/0.0157°7 
= (4280 x 0.459 x 1.0)/0.436 = 4506 W/m? K 


or, based on the outer diameter, hj, = (4.506 x 0.0157)/0.019 = 3.72 kW/m? K 


Wall: 

For steel, k = 45 W/m K and x = 0.00163 m 
and hence: x/k = (0.00163/45) = 0.0000362 m* K/W or 0.0362 m* K/kW 
Outside: 


ho = 1.1 kW/m? K 
Ignoring scale resistance: 1/U = 1/ho + x/k + 1/hio 
= (0.9091 + 0.0362 + 0.2686) 


and: U = 0.823 kW/m? K 
Area 
Q = UAOn 
and hence: A = 1340/(0.823 x 32.8) = 49.6 m? 


Outer area of 0.019 m diameter tube = (7 x 0.019 x 1.0) = 0.0597 m*/m and hence 
total length of tubing required = (49.6/0.0597) = 830.8 m. 


Thus with 2.5, 3.6, and 5.0 m tubes, the number of tubes will be 332, 231 or 166. 
The total cooling water flow = 14.57 kg/s 
and for u = 1 m/s, the flow through 1 tube is 0.20 kg/s 


the number of tubes/pass = (14.57/0.20) = 73 


Clearly 3 passes are usually to be avoided, and hence 2 or 4 are suitable, that is 146 
or 292 tubes, 5.0 or 2.5 m long. 

The former is closer to a standard shell size and 166 x 19 mm tubes on 25.4 mm square 
pitch with two tube side passes can be fitted within a 438 mm i.d. shell. In this event, 
the water velocity would be slightly less than 1 m/s in fact (1 x 146/166) = 0.88 m/s, 
though this would not affect the overall coefficient to any significant extent. 

The proposed unit is therefore 166 x 19 mm o.d. tubes on 25.4 mm square pitch 5.0 m 


long with a 438 mm i.d. shell. 


In making such calculations it is good practice to add an overload factor to the heat 
load, say 10%, to allow for errors in predicting film coefficients, although this is often 
taken into account in allowing for extra tubes within the shell. In this particular example, 
the fact that the unit is to be installed 15 m above ground level is of significance in 
limiting the pressure drop and it may be that in an actual situation space limitations 
would immediately specify the tube length. 
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PROBLEM 9.17 


An organic liquid is boiling at 340 K on the inside of a metal surface of thermal conduc- 
tivity 42 W/m K and thickness 3 mm. The outside of the surface is heated by condensing 
steam. Assuming that the heat transfer coefficient from steam to the outer metal surface 
is constant at 11 kW/m? K, irrespective of the steam temperature, find the value of the 
steam temperature would give a maximum rate of evaporation. 

The coefficients of heat transfer from the inner metal surface to the boiling liquid which 
depend upon the temperature difference are: 


Temperature difference between metal Heat transfer coefficient metal surface 


surface and boiling liquid (deg K) to boiling liquid (kW/m? K) 
22.2 4.43 
27.8 5.91 
33.3 7.38 
36.1 7.30 
38.9 6.81 
41.7 6.36 
44.4 5.73 
50.0 4.54 
Solution 


For a steam temperature T, K, the heat conducted through the film of condensing steam, 
Q = hA(Ts a Tı), or: 


Q = (11 x 1.0)(T, — T1) = 11.0(7, — T1) kW/m? (i) 


where Tı is the temperature at the outer surface of the metal. 
For conduction through the metal, 


Q = kA(Tı — T2)/x 
= (42 x 107° x 1.0)(Tı — T2)/0.003 
= 14.0(T; — T2) kW/m (ii) 


where T> is the temperature at the inner surface of the metal. 
For conduction through the boiling film: 





Q = hy(T2 — 340) = hy(T2 — 340) kW/m? (iii) 


where h, kW/m? K is the film coefficient to the boiling liquid. 

Thus for an assumed value of T2 the temperature difference (T2 — 340) is obtained 
and hp from the table of data. Q is then obtained from (iii), Tı from (ii), and hence T, 
from (i) as follows: 
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T2 (T2 — 340) hp Q Tı Ts 
(K) (K) (kW/m?K) (kW/m?) (K) (K) 
362.2 22.2 4.43 98.4 369.2 378.1 
367.8 27.8 5.91 164.3 379.5 394.4 
373.3 33.3 7.38 245.8 390.9 413.3 
376.1 36.1 7.30 263.5 394.9 418.9 
378.9 38.9 6.81 264.9 397.8 421.9 
381.7 41.7 6.36 265.2 400.7 424.8 
384.4 44.4 5.73 254.4 402.6 425.7 


390.0 50.0 4.54 227.0 406.2 426.8 


It is fairly obvious that the rate of evaporation will be highest when the heat flux is a 
maximum. On inspection this occurs when T, = 425 K. 


PROBLEM 9.18 


It is desired to warm an oil of specific heat 2.0 kJ/kg K from 300 to 325 K by passing it 
through a tubular heat exchanger containing metal tubes of inner diameter 10 mm. Along 
the outside of the tubes flows water, inlet temperature 372 K, and outlet temperature 
361 K. 

The overall heat transfer coefficient from water to oil, based on the inside area of the 
tubes, may be assumed constant at 230 W/m? K, and 0.075 kg/s of oil is to be passed 
through each tube. 

The oil is to make two passes through the heater and the water makes one pass along 
the outside of the tubes. Calculate the length of the tubes required. 


Solution 
Heat load 


If the total number of tubes is n, there are n/2 tubes in one pass on the oil side, that is 
the oil passes through 2 tubes in traversing the exchanger. 
The mass flow of oil is therefore = (0.075 x n/2) = 0.0375n kg/s and the heat load: 


Q = 0.0375n x 2.0(325 — 300) = 1.875n kW 


Temperature driving force 
6, = (361 — 300) = 61 deg K, 62 = (372 — 325) = 47 deg K 
and, in equation 9.9: Om = (61 — 47)/1In(61/47) = 53.7 deg K 
In equation 9.213: 
X = (6) — 01)/(Tı — 01) and Y = (Tı — T2)/(@2 — 01) 


where Tı and T> are the inlet and outlet temperatures on the shell side and 6; and 6) are 
the inlet and outlet temperatures on the tube side. 


HEAT TRANSFER 151 


X = (325 — 300)/(372 — 300) = 0.347 
and: Y = (372 — 361)/(325 — 300) = 0.44 


For one shell side pass, two tube side passes, Fig. 9.71 applies and F = 0.98. 


Area 


In equation 9.212, A = Q/UF 0m = 1.875n/(0.230 x 0.98 x 53.7) = 0.155n m°. 


The area per unit length based on 10 mm i.d. = ( x 0.010 x 1.0) = 0.0314 m?/m and 
total length of tubing = 0.155n/0.0314 = 4.94n m. 


Thus the length of tubes required = (4.94n/n) = 4.94 m. 


PROBLEM 9.19 


A condenser consists of a number of metal pipes of outer diameter 25 mm and thickness 
2.5 mm. Water, flowing at 0.6 m/s, enters the pipes at 290 K, and it should be discharged 
at a temperature not exceeding 310 K. 

If 1.25 kg/s of a hydrocarbon vapour is to be condensed at 345 K on the outside of the 
pipes, how long should each pipe be and how many pipes would be needed? 

Take the coefficient of heat transfer on the water side as 2.5, and on the vapour side as 
0.8 kW/m? K and assume that the overall coefficient of heat transfer from vapour to water, 
based upon these figures, is reduced 20% by the effects of the pipe walls, dirt and scale. 

The latent heat of the hydrocarbon vapour at 345 K is 315 kJ/kg. 


Solution 
Heat load 


For condensing the organic at 345 K, Q = (1.25 x 315) = 393.8 kW 
If the water outlet temperature is limited to 310 K, then the mass flow of water is given by: 


393.8 = G x 4.18(310 — 290) or G = 4.71 kg/s 


Temperature driving force 
01 = (345 — 290) = 55deg K, 62 = (345 — 310) = 35deg K 
Therefore in equation 9.9, Om = (55 — 35)/1n(55/35) = 44.3 deg K. 


No correction factor is necessary with isothermal conditions in the shell. 


Overall coefficient 


Inside: h; = 2.5 kW/m? K. 
The outside diameter = 0.025 m and d; = (25 — 2 x 2.5)/10? = 0.020 m. 
Basing the inside coefficient on the outer diameter: 


hio = (2.5 x 0.020/0.025) = 2.0 kW/m? K 
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Outside: ho = 0.8 kW/m? K 
and hence the clean overall coefficient is given by: 
1/U. = 1/hio + 1/ho = 1.75 m? K/kW or U, = 0.572 kW/m? K 
Thus allowing for scale and the wall: 


Up = 0.572(100 — 20)/100 = 0.457 kW/m? K 


Area 


In equation 9.1: A = Q/U6y, = 393.8/(0.457 x 44.3) = 19.45 m? 
Outside area = (a x 0.025 x 1.0) = 0.0785 m? /m 


and hence total length of piping = (19.45/0.0785) = 247.6 m. 
4.71 kg/s water = (4.71/1000) = 0.00471 m?/s 


and hence cross-sectional area/pass to give a velocity of 0.6 m/s 
= (0.00471/0.6) = 0.00785 m° 
Cross-sectional area of one tube = (7/ (0.020)? = 0.000314 m°. 
Therefore number of tubes/pass = (0.00785/0.000314) = 25. 


Thus: 
with 1 tube pass, total tubes = 25 and tube length = (247.6/25) = 9.90 m 


with 2 tube passes, total tubes = 50 and tube length = (247.6/50) = 4.95 m 
with 4 tube passes, total tubes = 100 and tube length = (247.6/100) = 2.48 m 
A tube length of 2.48 m is perhaps the most practical proposition. 


PROBLEM 9.20 


An organic vapour is being condensed at 350 K on the outside of a bundle of pipes through 
which water flows at 0.6 m/s; its inlet temperature being 290 K. The outer and inner diam- 
eters of the pipes are 19 mm and 15 mm respectively, although a layer of scale, 0.25 mm 
thick and of thermal conductivity 2.0 W/m K, has formed on the inside of the pipes. 

If the coefficients of heat transfer on the vapour and water sides are 1.7 and 
3.2 kW/m? K respectively and it is required to condense 0.025 kg/s of vapour on each of 
the pipes, how long should these be, and what will be the outlet temperature of water? 


The latent heat of condensation is 330 kJ/kg. 


Neglect any resistance to heat transfer in the pipe walls. 


Solution 


For a total of n pipes, mass flow of vapour condensed = 25n x 107° kg/s and hence load, 
Q = (0.025n x 330) = 8.25n kW. 
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For a water outlet temperature of T K and a mass flow of G kg/s: 
8.25n = G x 4.18(T — 290) kW 
or G = 1.974n/(T — 290) kg/s (i) 
6, = (350 — 290), 6. = (350 — T) 
and hence in equation 9.9: 
Om = [(350 — 290) — (350 — T)]/ In[(350 — 290)/(350 — T)] 
= (T — 290)/ In[60/(350 — T)] deg K. 
Considering the film coefficients: h; = 3.2 kW/m? K, ho = 1.7 kW/m? K and hence: 
hio = (3.2 x 0.015)/0.019 = 2.526 kW/m? K. 
The scale resistance is: 
(x/k) = (0.25 x 1073)/2.0 = 0.000125 m? K/W or 0.125 m? K/kW 
Therefore the overall coefficient, neglecting the wall resistance is given by: 
1/U = 1/hio + x/k + 1/ho 
= (0.5882 + 0.125 + 0.396) = 1.109 m? K/KW or U = 0.902 kW/m°K 
Therefore in equation 9.1: 


A = Q/U0m = 8.25n/{0.902(T — 290)/ In[60/(350 — T)]}m? 
__ 4.18G(T — 290) In[60/(350 — T)] 
= 0.902(T — 290) 


The cross-sectional area for flow = (77/4)(0.015)? = 0.000177 m?/tube. 


= 4.634G In[60/(350 — T)]m? (ii) 


G kg/s = (G/1000) = 0.001G m?/s 
and area/pass to give a velocity of 0.6 m/s = (0.001G/0.6) = 0.00167G m?. 
number of tubes/pass = (0.00167G/0.000177) = 9.42G (iii) 
Area per unit length of tube = (x x 0.019 x 1.0) = 0.0597 m?/m. 
*, total length of tubes = 4.634G In[60/350 — T)]/0.0597 = 77.6G In[60/350 — T)|m 
length of each tube = 77.6G In[60/350 — T)]/n m 
and, substituting from (i), 
tube length = 77.6 x 1.974n In[60/(350 — T)]/(n(T — 290)] 
= 153.3 In[60/(350 — T)]/(T — 290) m (iv) 


The procedure is now to select a number of tube passes N and hence m in terms of n 
from (iii). T is then obtained from (i) and hence the tube length from (iv). The following 
results are obtained: 
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No. of tube passes Total tubes Outlet water temperature Tube length 
N n T (K) (m) 
1 9.42G 308.6 3.05 
2 18.84G 327.2 3.99 
4 37.68G 364.4 — 
6 56.52G 401.6 — 


Arrangements with 4 and 6 tube side passes require water outlet temperatures in excess 
of the condensing temperature and are clearly not possible. With 2 tube side passes, 
T = 327.2 K at which severe scaling would result and hence the proposed unit would 
consist of one tube side pass and a tube length of 3.05 m. 


The outlet water temperature would be 308.6 K. 





PROBLEM 9.21 


A heat exchanger is required to cool continuously 20 kg/s of water from 360 K to 335 K 
by means of 25 kg/s of cold water, inlet temperature 300 K. Assuming that the water 
velocities are such as to give an overall coefficient of heat transfer of 2 kW/m? K, assumed 
constant, calculate the total area of surface required (a) in a counterflow heat exchanger, 
i.e. one in which the hot and cold fluids flow in opposite directions, and (b) in a multi- 
pass heat exchanger, with the cold water making two passes through the tubes, and the 
hot water making one pass along the outside of the tubes. In case (b) assume that the 
hot-water flows in the same direction as the inlet cold water, and that its temperature over 
any cross-section is uniform. 


Solution 


The heat load, Q = 20 x 4.18(360 — 335) = 2090 kW 


and the outlet cold water temperature is given by: 2090 = (25 x 4.18)(T2 — 300) or T2 = 
320 K 


Case (a) 
6, = (360 — 320) = 40deg K, 6) = (335 — 300) = 35 deg K 
and in equation 9.9: 
Om = (40 — 35)/1n(40/35) = 37.4deg K 


As the flow is true counter-flow, no correction factor is necessary and F = 1.0. Therefore 
in equation 9.150: 


A = O/UF Om = 2090/(2.0 x 1.0 x 37.4) = 27.94 m? 
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Case (b) 
Again, Om = 37.4 K. In equation 9.212: 
X = (62 — 01)/(T1 — 81) = (320 — 300)/(360 — 300) = 0.33 
Y = (T; — T2)/(@2 — 6) = (360 — 335)/(320 — 300) = 1.25 
Hence, from Fig. 9.71, F = 0.94 


and in equation 9.212: 


A = 2090/(2.0 x 0.94 x 374) = 29.73 m? 


PROBLEM 9.22 


Find the heat loss per unit area of surface through a brick wall 0.5 m thick when the 
inner surface is at 400 K and the outside at 310 K. The thermal conductivity of the brick 
may be taken as 0.7 W/m K. 


Solution 
Q = kA(T, — T2)/x (equation 9.12) 
= 0.7 x 1.0(400 — 310)/0.5 = 126 W/m? 


PROBLEM 9.23 


A furnace is constructed with 225 mm of firebrick, 120 mm of insulating brick, and 
225 mm of building brick. The inside temperature is 1200 K and the outside temperature 
330 K. If the thermal conductivities are 1.4, 0.2, and 0.7 W/m K, find the heat loss per 
unit area and the temperature at the junction of the firebrick and insulating brick. 


Solution 


If Tı K and T3 K are the temperatures at the firebrick/insulating brick and the insulating 
brick/building brick junctions respectively, then in equation 9.12, for conduction through 
the firebrick: 


Q = 1.4 x 1.0(1200 — T,)/0.255 = 6.22(1200 — T,) W/m? (i) 
For conduction through the insulating brick: 
Q =0.2 x 1.0(T; — T2)/0.120 = 1.67(T; — T2) W/m? (ii) 
and for conduction through the building brick: 


Q = 0.7 x 1.0(T7 — 330)/0.225 = 3.11 (T2 — 330) W/m? (iii) 
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The thermal resistances of each material, (x/kA), are: firebrick = (1/6.22) = 0.161; 
insulating brick = (1/1.67) = 0.60; building brick = (1/3.11) = 0.322 K/Wm?; and in 
equation 9.18: 


(1200 — 330) = (0.161 + 0.60 + 0.322)Q 
or: Q = 803.3 W/m? 
AT firebrick/ XZ AT = (x/kA)firebrick / 2 (x/kA) 
(1200 — T,)/(1200 — 330) = 0.161/(0.161 + 0.60 + 0.322) = (0.161/1.083) 
and: Tı = 1071 K 
Similarly for the insulating brick: 
(1071 — T2)/(1200 — 330) = (0.60/1.083) 
and: T = 589 K 


PROBLEM 9.24 


Calculate the total heat loss by radiation and convection from an unlagged horizontal 
steam pipe of 50 mm outside diameter at 415 K to air at 290 K. 


Solution 


Outside area per unit length of pipe = (r x 0.050 x 1.0) = 0.157 m?/m. 


Convection 


For natural convection from a horizontal pipe to air, the simplified form of 
equation 9.102 may be used: 


he = 1.18(AT/d,)°”> 
In this case: AT = (415 — 290) = 125deg K and d, = 0.050 m. 
he = 1.18(125/0.050)°.> = 8.34 W/m? K 
Thus, heat loss by convection: qe = h-A(T; — T2) 
= 8.34 x 0.157(415 — 290) = 163.7 W/m 


Radiation 
An extension of equation 9.118 may be used. Taking the emissivity of the pipe as 0.9: 


qr = (5.67 x 1078 x 0.9)(4154 — 290+) x 0.157 = 181.0 W/m 


and the total loss is 344.7 W/m length of pipe. 
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PROBLEM 9.25 


Toluene is continuously nitrated to mononitrotoluene in a cast-iron vessel 1 m in diameter 
fitted with a propeller agitator of 0.3 m diameter driven at 2 Hz. The temperature is 
maintained at 310 K by circulating cooling water at 0.5 kg/s through a stainless steel coil 
of 25 mm outside diameter and 22 mm inside diameter wound in the form of a helix of 
0.81 m diameter. The conditions are such that the reacting material may be considered to 
have the same physical properties as 75% sulphuric acid. If the mean water temperature 
is 290 K, what is the overall heat transfer coefficient? 


Solution 
The overall coefficient U, based on the outside area of the coil is given by equation 9.201: 
1/U, = 1/ho ag @w/kw)(do/dw) F (1/hi)(do/d;) +Ro + R;(do/di) 


where dw is the mean pipe diameter. 


Inside 
The coefficient on the water side is given by equations 9.202 and 9.203: 
hi = (k/d) — 3.5d/d-)0.023(djup/m)* (Cpu/k)* 
where: up = 0.5/[(7/4) x 0.0227] = 1315 kg/m? s 
di = 0.022 m, de = 0.80 m 
and for water at 290 K: k = 0.59 W/m K, u = 0.00108 Ns/m?, and C, = 4180 J/kg K. 
hi = (0.59/0.022)(1 + 3.5 x 0.22/0.80) x 0.023(0.022 x 1315/0.00108)°° 
x (4180 x 0.00108/0.59)°4 
= 0.680(26,780)°3(7.65)°*4 = 5490 W/m? K 


Outside 
In equation 9.204: 
(od y/k)(Ms/M)°* = 0.87(C,u/k)P? N p/w) 
For 75% sulphuric acid: 


k =0.40 W/m K, us = 0.0086 N s/m? at 300 K, u = 0.0065 N s/m? at 310 K, C, = 
1880 J/kg K and p = 1666 kg/m? 


<. (ho x 1.0/0.40)(0.0086/0.0065)"'4 = 0.87(1880 x 0.0065/0.40)°3 
x (0.37 x 2.0 x 1665/0.0065)°* 
a 2.5h,(1.323)°'!4 = 0.87(30.55)"*3 (46, 108)" 
and: ho = (0.348 x 3.09 x 779)/1.04 = 805.5 W/m? K 
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Overall 


Taking ky = 15.9 W/m K and R, and R; as 0.0004 and 0.0002 m? K/W respectively, then 
in equation 9.201: 


1/U, = (1/805.5) + (0.0015/15.9)(0.025/0.0235) + (1/5490)(0.025/0.022) + 0.0004 
+ 0.0002 (0.025 /0.022) 
= (0.00124 + 0.00010 + 0.00021 + 0.00040 + 0.00023) = 0.00218 m* K/W 
and: U, = 458.7 W/m? K 


PROBLEM 9.26 


7.5 kg/s of pure iso-butane is to be condensed at a temperature of 331.7 K in a horizontal 
tubular exchanger using a water inlet temperature of 301 K. It is proposed to use 19 mm 
outside diameter tubes of 1.6 mm wall arranged on a 25 mm triangular pitch. Under these 
conditions the resistance of the scale may be taken as 0.0005 m? K/W. Determine the 
number and arrangement of the tubes in the shell. 


Solution 
The latent heat of vaporisation of isobutane is 286 kJ/kg and hence the heat load: 
Q = (7.5 x 286) = 2145 kW 


The cooling water outlet should not exceed 320 K and a value of 315 K will be used. 
The mass flow of water is then: 


2145/[4.18(315 — 301)] = 36.7 kg/s 


In order to obtain an approximate size of the unit, a value of 500 W/m? K will be 
assumed for the overall coefficient based on the outside area of the tubes. 


6, = (331.7 — 301) = 30.7deg K, 6) = (331.7 — 315) = 16.7 deg K 


and from equation 9.9: Om = (30.7 — 16.7)/1n(0.7/16.7) = 23.0 deg K. 

Thus, the approximate area = (2145 x 10°)/(500 x 23.0) = 186.5 m?. 

The outside area of 0.019 m diameter tubes = (7 x 0.019 x 1.0) = 0.0597 m?/m and 
hence the total length of tubing = (186.5/0.0597) = 3125 m. 

Adopting a standard tube length of 4.88 m, number of tubes = (3125/4.88) = 640. 
With the large flow of water involved, a four tube-side pass unit is proposed, and for this 
arrangement 678 tubes can be accommodated on 25 mm triangular pitch in a 0.78 m i.d. 
shell. Using this layout, the film coefficients are now estimated and the assumed value of 
U is checked. 


Inside 


Water flow through each tube = 36.7/(678/4) = 0.217 kg/s. 
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The tube i.d. = 19.0 — (2 x 1.67) = 15.7 mm 
the cross-sectional area for flow = (7/4)(0.0157)? = 0.000194 m? 
and hence the water velocity: u = 0.217/(1000 x 0.000194) = 1.12 m/s. 


From equation 9.221 : h; = 4280[(0.00488 x 308) — 1]1.12°°/0.0157°7 
= (4280 x 0.503 x 1.095)/0.436 = 5407 W/m? K 


or, based on outside diameter: hio = (5407 x 0.0157)/0.019 
= 4468 W/m? K or 4.47 kW/m? K 


Outside 


The temperature drop across the condensate film, AT f is given by: 


(thermal resistance of water film + scale)/(total thermal resistance) = (0m — AT f )/Om 
or: (1/4.47 + 0.5)/(1/0.500) = (23.0 — AT )/23.0 
and: AT; = 14.7deg K 


The condensate film is thus at (331.7 — 14.7) = 317 K. 
The outside film coefficient is given by: 


ho = 0.72[(k3 p?gh)/(jdo AT p)” (equation 9.177) 


At 317 K, k = 0.13 W/m K, p = 508 kg/m3, u = 0.000136 N s/m? and j = /678 = 
26.0. 


ho = 0.72[(0.13° x 508? x 9.81 x 286 x 103)/ 
(26 x 19.0 x 1077 x 0.000136 x 14.5)]°° 
= 814 W/m’ K or 0.814 kW/m? K 


Overall 
1/U = (1/4.47) + (1/0.814) + 0.50 = 1.952 
and: U = 0.512 kW/m’ K or 512 W/m? K 
which is sufficiently near the assumed value. For the proposed unit, the heat load: 
Q = (0.512 x 678 x 4.88 x 0.0597 x 23.0) = 2328 kW 
or an overload of: (2328 — 2145)100/2145 = 8.5% 


PROBLEM 9.27 


37.5 kg/s of crude oil is to be heated from 295 to 330 K by heat transferred from the 
bottom product from a distillation column. The bottom product, flowing at 29.6 kg/s is to 
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be cooled from 420 to 380 K. There is available a tubular exchanger with an inside shell 
diameter of 0.60 m, having one pass on the shell side and two passes on the tube side. 
It has 324 tubes, 19 mm outside diameter with 2.1 mm wall and 3.65 m long, arranged 
on a 25 mm square pitch and supported by baffles with a 25% cut, spaced at 230 mm 
intervals. Would this exchanger be suitable? 


Solution 
Mean temperature of bottom product = 0.5(420 + 380) = 400 K. 

Mean temperature of crude oil = 0.5(330 + 295) = 313 K. 

For the crude oil at 313 K: C, = 1986 J/kg K, u = 0.0029 N s/m?, k = 0.136 W/m K 
and p = 824 kg/m?. 

For the bottom product at 400 K: C, = 2200 J/kg K. 

Heat loads: 

tube side: Q = 37.5 x 1.986(330 — 295) = 2607 kW. 


shell side: Q = 29.6 x 2.20(420 — 380) = 2605 kW. 


Outside coefficient 


Temperature of wall = 0.5(400 + 313) = 356.5 K 
and film temperature, T = 0.5(400 + 356.5) = 378 K. 


At 378 K, p = 867 kg/m?, u = 0.0052 N s/m?, and k = 0.119 W/m K 
Cross-sectional area for flow = (shell i.d. x clearance x baffle spacing)/pitch 
= (0.60 x 0.0064 x 0.23)/0.025 = 0.353 m? 
(assuming a clearance of 0.0064 m). 


G’ ax = (29.6/0.0353) = 838.5 kg/m? s 
and: Remax = (0.019 x 838.5)/0.0052 = 306.4 


Therefore in equation 9.90, taking C} = 1: 


(ho x 0.019/0.119) = 0.33 x 1.0(3064)°(2200 x 0.0052/0.119)°? 
or: ho = (2.07 x 125 x 3.94) = 1018 W/m? K or 1.02 kW/m? K 


Inside coefficient 


Number tubes per pass = (324/2) = 162. 
Inside diameter = [19.0 — (2 x 2.1)]/1000 = 0.0148 m 
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and cross-sectional area for flow = (7 /4)(0.0148)? = 0.000172 m? per tube or: 
(0.000172 x 162) = 0.0279 m? per pass. 
G’ = (37.5/0.0279) = 1346 kg/m? s 
In equation 9.61: 
(hi x 0.0148/0.136) = 0.023(0.0148 x 1346/0.0029)°° (1986 x 0.0029/0.136)"4 
hi = 0.211(6869)°8 (42.4)°4 = 1110 W/m? K 
or, based on the outside area, hio = (1110 x 0.0148)/0.019 = 865 W/m? K 
or: hio = 0.865 kW/m? K. 


Overall coefficient 
Neglecting the wall and scale resistance, the clean overall coefficient is: 
1/U, = (1/1.02) + (1/0.865) = 2.136 m? K/kW 


The area available is A = (324 x 3.65 x m x 0.019) = 70.7 m? and hence the minimum 
value of the design coefficient is: 


1/Up = An, /O 
6, = (420 — 330) = 90deg K, 6) = (380 — 295) = 85deg K 
and: Øm = (90 — 85)/ In(90/85) = 87.5 deg K 


1/Up = (70.7 x 87.5)/2607 = 2.37 m? K/kW 
The maximum allowable scale resistance is then: 
R = (1/Up) — (/U,) = (2.37 — 2.136) = 0.234 m? K/kW 


This value is very low as seen from Table 9.16, and the exchanger would not give the 
required temperatures without frequent cleaning. 


PROBLEM 9.28 


A 150 mm internal diameter steam pipe, carrying steam at 444 K, is lagged with 50 mm 
of 85% magnesia. What will be the heat loss to the air at 294 K? 


Solution 


In this case: d; = 0.150 m, dọ = 0.168 m and dy = 0.5(0.150 + 0.168) = 0.159 m. 


ds = (0.168 x 2 x 0.050) = 0.268 m and dm (the logarithmic mean of dọ and d,) = 
0.215 m. 
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The coefficient for condensing steam including any scale will be taken as 8500 W/m? 
K, k, as 45 W/m K, and k; as 0.073 W/m K. 

The surface temperature of the lagging will be assumed to be 314 K and (h, + hc) to 
be 10 W/m? K. 

The thermal resistances are therefore: 


(1/hjad) = 1/(8500 x a x 0.150) = 0.00025 mK/W 
(xw/kwnrdw) = 0.009/(45z x 0.159) = 0.00040 mK/W 
(x; /kj 7d) = 0.050/ (0.0737 x 0.215) = 1.0130 mK/W 
(1/(h, x he)ds) = 1/(10 x 0.268) = 0.1190 mK/W 
Neglecting the first two terms, the total thermal resistance = 1.132 mK/W. 
From equation 9.261, heat lost per unit length = (444 — 294)/1.132 = 132.5 W/m. 
The surface temperature of the lagging is given by: 
AT (lagging)/ UAT = (1.013/1.132) = 0.895 
and: AT (lagging) = 0.895(444 — 294) = 134 deg K 


Therefore the surface temperature = (444 — 134) = 310 K which approximates to the 
assumed value. 
Assuming an emissivity of 0.9: 


h, = (5.67 x 1078 x 0.9)(310* — 294*)/(310 — 294) = 3.81 W/m? K. 


For natural convection: he = 1.37(AT/ds)°”> = 1.37[(310 — 294)/0.268]°5 
= 3.81 W/m’ K. 
(h, + he) = 9.45 W/m? K 


which again agrees with the assumed value. 

In practice forced convection currents are usually present and the heat loss would 
probably be higher than this value. 

For an unlagged pipe and AT = 150 K, (h, +h.) would be about 20 W/m? K and the 
heat loss, Q/L = (h, + h,.)adyAT = (20m x 0.168 x 150) = 1584 W/m. 

Thus the heat loss has been reduced by about 90% by the addition of 50 mm of lagging. 


PROBLEM 9.29 


A refractory material with an emissivity of 0.40 at 1500 K and 0.43 at 1420 K is ata 
temperature of 1420 K and is exposed to black furnace walls at a temperature of 1500 K. 
What is the rate of gain of heat by radiation per unit area? 


Solution 


In the absence of further data, the system will be considered as two parallel plates. 
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The radiating source is the furnace walls at T; = 1500 K and for a black surface, 
e = 1.0. 


The heat sink is the refractory at T2 = 1420 K, at which e2 = 0.43. 
Putting A; = A> in equation 9.150: q = (e1e20)(T$ — T5)/(e; + e2 — e1e2) 
= (1.0 x 0.43 x 5.67 x 1078)(1500* — 1420*)/(1.0 + 0.43 — (0.43 x 1.0)) 
= 2.44 x 1078(9.97 x 10!!)/1.0 = 2.43 x 104 W/m? or 24.3 kW/m? 


PROBLEM 9.30 


The total emissivity of clean chromium as a function of surface temperature, T K, is 
given approximately by: e = 0.38(1 — 263/T). 

Obtain an expression for the absorptivity of solar radiation as a function of surface 
temperature, and calculate the values of the absorptivity and emissivity at 300, 400 and 
1000 K. 

Assume that the sun behaves as a black body at 5500 K. 


Solution 


It may be assumed that the absorptivity of the chromium at temperature T is the emissivity 
of the chromium at the geometric mean of Tı and the assumed temperature of the sun, 
T2 where T2 = 5500 K. 


Since: e = 0.38(1 — (263/T)) (i) 


then, taking the geometric mean temperature as (55007, )°°: 


a = 0.38{1 — [263/(55007,)°°}} (ii) 


For the given values of Tı, values of e and a are now calculated from (i) and (ii) 
respectively to give the following data: 


Tı (Tı T2)? e a 
300 1285 0.047 0.300 
400 1483 0.130 0.312 

1000 2345 0.280 0.337 
PROBLEM 9.31 


Repeat Problem 9.30 for the case of aluminium, assuming the emissivity to be 1.25 times 
that for chromium. 


Solution 
In this case: 

e = (1.25 x 0.38)(1 — (263/T1)) = 0.475[(1 — (263/T1))] (i) 
and: a = 0.475 — 1.667;°° (ii) 
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The following data are obtained by substituting values for Tı in equations (i) and (ii): 


Tı (Tı T2 05 e a 
300 1285 0.059 0.378 
400 1483 0.163 0.391 

1000 2345 0.350 0.422 
PROBLEM 9.32 


Calculate the heat transferred by solar radiation on the flat concrete roof of a building, 
8 m by 9 m, if the surface temperature of the roof is 330 K. What would be the effect of 
covering the roof with a highly reflecting surface, such as polished aluminium, separated 
from the concrete by an efficient layer of insulation? The emissivity of concrete at 330 K 
is 0.89, whilst the total absorptivity of solar radiation (sun temperature = 5500 K) at this 
temperature is 0.60. 

Use the data for aluminium from Problem 9.31 which should be solved first. 


Solution 
The emission from a body with an emissivity, e, at a temperature T is given by: 
I = eoT* 
Thus, for the concrete: 
I = (0.89 x 5.67 x 1078 x 330*) = 598.5 W/m? 


Taking T = 330 K as the equilibrium temperature, the energy emitted by the concrete 
must equal the energy absorbed and, since the absorptivity of concrete, a = 0.60, the 
solar flux is then: 

I, = (598.5/0.6) = 997.4 W/m? 


which approximates to the generally accepted figure of about 1 kW/m?. 
With a covering of polished aluminium, then using the data given in Problem 9.31 and 
an equilibrium surface temperature of T K, the absorptivity is: 


a = 0.475 — 1.66T°° 
and, with an area of (8 x 9) = 72 m?, the energy absorbed is: 
(1.0 x 10° x 72)(0.475 — 1.667°°) = 3.42 x 104 — 1.20 x 10°T°° W (i) 
The emissivity is given by: 
e = 0.475(1 — 263/T) = 0.475 — 125T~! 
and the energy emitted is: 


(72 x 5.67 x 1078T*)(0.475 — 125T7!) = 1.94 x 10-°T* — 5.10 x 10-477 W (ii) 
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Equating (i) and (ii): 
1.94 x 10-°T* — 5.10 x 10-47? + 1.20 x 10°T°° = 3.42 x 10+ 
or: 5.67 x 107''T* — 1.49 x 10-87? +. 3.517°° = 1 


Solving by trial and error, the equilibrium temperature of the aluminium is: 


T = 438 K. 





Substituting T = 438 K in (i), the energy absorbed and emitted is then 2847 W which 
represents an increase of some 375 per cent compared with the value for the concrete 


alone. 


PROBLEM 9.33 


A rectangular iron ingot 15 cm x 15 cm x 30 cm is supported at the centre of a reheating 
furnace. The furnace has walls of silica-brick at 1400 K, and the initial temperature of 
the ingot is 290 K. How long will it take to heat the ingot to 600 K? 

It may be assumed that the furnace is large compared with the ingot, and that the ingot 
is always at uniform temperature throughout its volume. Convection effects are negligible. 

The total emissivity of the oxidised iron surface is 0.78 and both emissivity and 
absorptivity may be assumed independent of the surface temperature. (Density of iron = 
7.2 Mg/m?. Specific heat capacity of iron = 0.50 kJ/kg K.) 


Solution 


As there are no temperature gradients within the ingot, the rate of heating is dependent on 
the rate of radiative heat transfer to the surface. In addition, since the dimensions of the 
ingot are much smaller than those of the surrounding surfaces, the ingot may be treated 
as a black body. 


Volume of ingot = (15 x 15 x 30) = 6750 cm? or 0.00675 m°. 


Mass of ingot = (7.2 x 10° x 0.00675) = 48.6 kg. 


For an ingot temperature of T K, the increase in enthalpy = d(mC,T)/dt or mC,dT /dt 
where ¢ is the time and Cp the specific heat of the ingot. 


The heat received by radiation = Aoa(T+ — T*) where the area, A = (4 x 30 x 15) + 


(2 x 15 x 15) = 2250 cm? or 0.225 m?. 
The absorptivity a will be taken as the emissivity = 0.78 


and the furnace temperature, T = 1400 K. 


Thus: mC,dT /dt = Aoa(T* —T"*) 


: mC, (dT 
7 [ume [ot 
0 ado Jo) (Ty — T*) 
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fo (48.6 x 0.50 x 10°) 1 
~ (0.78 x 0.225 x 5.67 x 10-8) / \ (4x 14003) 


1400 +T oe 
(0 oe H 2an am) = 200 s 
(1400 — T) 1400/3. == 





PROBLEM 9.34 


A wall is made of brick, of thermal conductivity 1.0 W/m K, 230 mm thick, lined on the 
inner face with plaster of thermal conductivity 0.4 W/m K and of thickness 10 mm. If 
a temperature difference of 30 K is maintained between the two outer faces, what is the 
heat flow per unit area of wall? 


Solution 

For an area of 1 m?, 

thermal resistance of the brick: (x1 /kjA) = 0.230/(1.0 x 1.0) = 0.230 K/W 
thermal resistance of the plaster: (x2/k2A) = 0.010/(0.4 x 1.0) = 0.0025 K/W 


and in equation 9.18: 30 = (230 + 0.0025)Q or Q = 129 W 


PROBLEM 9.35 


A 50 mm diameter pipe of circular cross-section and with walls 3 mm thick is covered 
with two concentric layers of lagging, the inner layer having a thickness of 25 mm and 
a thermal conductivity of 0.08 W/m K, and the outer layer a thickness of 40 mm and a 
thermal conductivity of 0.04 W/m K. What is the rate of heat loss per metre length of 
pipe if the temperature inside the pipe is 550 K and the outside surface temperature is 
330 K? 


Solution 
From equation 9.22, the thermal resistance of each component is: (72 — r1 )/k(27rml) 
Thus for the wall: r= (0.050/2) + 0.003 = 0.028 m 
rı = (0.050/2) = 0.025 m 
and: Tm = (0.028 — 0.025)/(In 0.028/0.025) = 0.0265 m. 
Taking k = 45 W/m K and / = 1.0 m the thermal resistance is: 


= (0.028 — 0.025)/(45 x 27 x 0.0265 x 1.0) = 0.00040 K/W. 
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For the inner lagging: rz = (0.028 + 0.025) = 0.053 m 


rı = 0.028 m 
and: Im = (0.053 — 0.028)/(In 0.053/0.028) = 0.0392 m. 


Therefore the thermal resistance = (0.053 — 0.028)/(0.08 x 27 x 0.0392 x 1.0) 
= 1.2688 K/W 


For the outer lagging: rz = (0.053 + 0.040) = 0.093 m 
rı = 0.053 m 
and: Tm = (0.093 — 0.053)/(In 0.093/0.053) = 0.0711 m 


Therefore the thermal resistance = (0.093 — 0.053)/(0.04 x 27 x 0.0711 x 1.0) 
= 2.2385 K/W 


From equation 9.19: Q = (550 — 330)/(0.0004 + 1.2688 + 2.2385) = 62.7 W/m 


PROBLEM 9.36 


The temperature of oil leaving a co-current flow cooler is to be reduced from 370 to 
350 K by lengthening the cooler. The oil and water flowrates, the inlet temperatures and 
the other dimensions of the cooler will remain constant. The water enters at 285 K and 
oil at 420 K. The water leaves the original cooler at 310 K. If the original length is 1 m, 
what must be the new length? 


Solution 


For the original cooler, for the oil: Q = G,C,,(420 — 370) 
and for the water: Q = GyCw (310 — 285) 
(GoC,/GwC,) = (25/50) = 0.5 
where G, and G,, are the mass flows and Cpo and Cpw the specific heat capacities of the 
oil and water respectively. 


6, = (420 — 285) = 135 deg K, 6) = (370 — 310) = 60 deg K for co-current flow, and 
from equation 9.9: Om = (135 — 60)/1n(135/60) = 92.5deg K 


If a is the area per unit length of tube multiplied by the number of tubes, then: 


A = 1.0 x a m° and in equation 9.1: 
GoC, (420 — 370) = Ua 92.5 or (GoC,/Ua) = 1.85 
For the new cooler, for the oil: Q = GoCpo(420 — 350) 
and for the water, Q = Gy Cy (T — 285) 
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where T is the water outlet temperature. 

Thus: (T — 285) = (GoC,/GwG,)(420 — 350) = (0.5 x 70) 
and: T = 320K 


6, = (420 — 285) = 135 deg K, 62 = (350 — 320) = 30deg K, again for co-current 
flow, 


and from equation 9.9: Om = (135 — 30)/1n(135/30) = 69.8 deg K 
In equation 9.1: Gos,(420 — 350) = Ual69.8 
l = (G,C,/Ua) x 1.003 = (1.85 x 1.003) = 1.86 m 





PROBLEM 9.37 


In a countercurrent-flow heat exchanger, 1.25 kg/s of benzene (specific heat 1.9 kJ/kg K 
and density 880 kg/m?) is to be cooled from 350 K to 300 K with water which is available 
at 290 K. In the heat exchanger, tubes of 25 mm external and 22 mm internal diameter 
are employed and the water passes through the tubes. If the film coefficients for the water 
and benzene are 0.85 and 1.70 kW/m? K respectively and the scale resistance can be 
neglected, what total length of tube will be required if the minimum quantity of water is 
to be used and its temperature is not to be allowed to rise above 320 K? 


Solution 
Heat load: 


For the benzene: Q = 1.25 x 1.9(350 — 300) = 118.75 kW. 
In order to use the minimum amount, water must leave the unit at the maximum 
temperature, 320 K. Thus for G kg/s water: 


118.75 = G x 4.18(320 — 290) or G = 0.947 kg/s 


Temperature driving force 
6; = (350 — 320) = 30deg K, 62 = (300 — 290) = 10deg K 


and in equation 9.9: Om = (30 — 10)/1In(30/10) = 18.2deg K. In the absence of further 
data, it will be assumed that the correction factor is unity. 


Overall coefficient 


Inside: h; = 0.85 kW/m? K or based on the tube o.d., hio = (0.85 x 22/25) 
= 0.748 kW/m? K. 
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Outside: h, = 1.70 kW/m? K. 


Wall: Taking ketec! = 45 W/m K, x/k = (0.003/45) = 0.00007 m? K/W or 
0.07 m?K/kW. 


Thus neglecting any scale resistance: 1/U = (1/0.748) — (1/1.70) + 0.07 
= 1.995 m°K/kW 


and: U = 0.501 kW/m? K 


Area 


In equation 9.1: A = Q/U@m = 118.75/(0.0501 x 18.2) = 13.02 m?. 


Surface area of a 0.025 m o.d. tube = (x x 0.025 x 1.0) = 0.0785 m? /m and hence total 
length of tubing required = (1302/0.0785) = 165.8 m 


PROBLEM 9.38 


Calculate the rate of loss of heat from a 6 m long horizontal steam pipe of 50 mm 
internal diameter and 60 mm external diameter when carrying steam at 800 kN/m?. The 
temperature of the surroundings is 290 K. 

What would be the cost of steam saved by coating the pipe with a 50 mm thickness of 
85% magnesia lagging of thermal conductivity 0.07 W/m K, if steam costs £0.5/100 kg? 
The emissivity of both the surface of the bare pipe and the lagging may be taken as 0.85, 
and the coefficient h for the heat loss by natural convection is given by: 


h = 1.65(AT)°> W/m? K 


where AT is the temperature difference in deg K. The Stefan-Boltzmann constant is 
5.67 x 1078 W/m? Kê. 


Solution 
For the bare pipe 


Steam is saturated at 800 kN/m? and 443 K. 

Neglecting the inside resistance and that of the wall, it may be assumed that the surface 
temperature of the pipe is 443 K. 

For radiation from the pipe, the surface area = (7r x 0.060 x 6.0) = 1.131 m? and in 
equation 9.119: 


gr = (5.67 x 1078 x 0.85 x 1.131)(443* — 290*) = 1714 W. 
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For convection from the pipe, the heat loss: 


dc = hA(Ts = T) 
= 1.65(443 — 290)" x 1.131(443 — 290) = 1.866(443 — 290)!:?5 = 1004 W 


and the total loss = 2718 W or 2.71 kW 


For the insulated pipe 
The heat conducted through the lagging qı must equal the heat lost from the surface 
(ar + qc). 

Mean diameter of the lagging = [(0.060 + 2 x 0.050) + 0.060]/2 = 0.110 m 


at which the area = (r x 0.110 x 6.0) = 2.07 m? 
and in equation 9.12: qı = 0.07 x 2.07(443 — Ts)/0.050 = (1280 — 2.90T,) W 
where T, is the surface temperature. 


The outside area = 7 (0.060 + 2 x 0.050) x 6.0 = 3.016 m? 


and from equation 9.119 : q, = (5.67 x 1078 x 0.85 x 3.016(74 — 290*) 
= 1.456 x 1077Tź = 1030 W 
and: qe = 1.65(T; — 290)? x 3.016(T, — 290) 
= 4.976(T, — 290)!” W 


Making a heat balance: 


(1280 — 2.90T,) = (1.456 x 1077T4) — 1030 + 4.976(T, — 290)!25 
or: 4.976(T, — 290)!:25 + (1.456 x 10-774) + 2.907, = 2310 


Solving by trial and error: T, = 305 K 
and hence the heat lost = (1280 — 2.90 x 305) = 396 W. 
The heat saved by lagging the pipe = (2712 — 396) = 2317 W or 2.317 kW. 
At 800 kN/m’, the latent heat of steam is 2050 kJ/kg 
and the reduction in the amount of steam condensed = (2.317/2050) = 0.00113 kg/s 


or: (0.00113 x 3600 x 24 x 365) = 35,643 kg/year 
annual saving = (35,643 x 0.5)/100 = £178/year 


It may be noted that arithmetic mean radius should only be used with thin walled tubes, 
which is not the case here. If a logarithmic mean radius is used in applying equation 9.8, 
T, = 305.7 K and the difference is, in this case, negligible. 
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PROBLEM 9.39 


A stirred reactor contains a batch of 700 kg reactants of specific heat 3.8 kJ/kg K initially 
at 290 K, which is heated by dry saturated steam at 170 kN/m’ fed to a helical coil. During 
the heating period the steam supply rate is constant at 0.1 kg/s and condensate leaves at 
the temperature of the steam. If heat losses are neglected, calculate the true temperature of 
the reactants when a thermometer immersed in the material reads 360 K. The bulb of the 
thermometer is approximately cylindrical and is 100 mm long by 10 mm in diameter with 
a water equivalent of 15 g, and the overall heat transfer coefficient to the thermometer 
is 300 W/m? K. What temperature would a thermometer with a similar bulb of half the 
length and half the heat capacity indicate under these conditions? 


Solution 


The latent heat of dry saturated steam at 170 kN/m? and 388 K = 2216 kJ/kg. 
Therefore heat added to the reactor = (2216 x 0.1) = 221.6 kJ/s = 221.6 kW 


which is equal to the increase in enthalpy, dH /dt. 
The enthalpy of the contents, neglecting the heat capacity of the reactor and losses = 
mC,dT /dt = (700 x 3.8) d7/dt or 2660 dT /dt kW 


2660 dT /dt = 221.6 


and the rate of temperature rise, dT /dt = 0.083 deg K/s. 
At time t, the temperature of the reactants is: 


T = (290 + 0.083r) K (1) 


The increase in enthalpy of the thermometer is equal to the rate of heat transfer from 
the fluid, or: 


where the subscript t refers to the thermometer. 


(15/1000) x 4.18(d7,/dt) = 0.300(7 x 0.010 x 0.100)(T — T;) 
and: (d7T,/dt) = 0.0150(T — T,) deg K/s 


At time ¢ s, the temperature of the thermometer is therefore: 
T, = 290 + [0.0150(T — T;)]t K (iii) 
When T, = 360 K, then substituting from equation (i): 


360 = 290 + {0.0150[290 + 0.0837) — 360]}t 
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or: 0.00125t7 — 1.05t — 70 = 0 and t = 902 s 
Therefore in (i): T = (290 + (0.083 x 902)) = 364.9 K 


With half the length, that is 0.050 m, and half the heat capacity, that is 7.5 g water, then 
in equation (ii): 

(7.5/1000) x 4.18(d7,/dt) = 0.300(2 x 0.010 x 0.050)(T — T;) 
or: (dT,/dt) = 0.0150(T — T;) 


The same result as before and hence the new thermometer would also read 360 K. 


PROBLEM 9.40 


How long will it take to heat 0.18 m? of liquid of density 900 kg/m? and specific heat 
2.1 kJ/kg K from 293 to 377 K in a tank fitted with a coil of area 1 m°? The coil is fed 
with steam at 383 K and the overall heat transfer coefficient can be taken as constant at 
0.5 kW/m? K. The vessel has an external surface of 2.5 m?, and the coefficient for heat 
transfer to the surroundings at 293 K is 5 W/m? K. 

The batch system of heating is to be replaced by a continuous countercurrent heat 
exchanger in which the heating medium is a liquid entering at 388 K and leaving at 333 K. 
If the heat transfer coefficient is 250 W/m? K, what heat exchange area is required? Heat 
losses may be neglected. 


Solution 
Mass of liquid in the tank = (0.18 x 900) = 162 kg 


mC, = (162 x 2100) = 340,200 J/deg K 


Using the argument given in Problem 9.77: 


340,200 dT /dt = (500 x 1)(383 — T) — (5 x 2.5)(T — 293) 
or: = 191,500 — 500T — 12.5T + 3663 = 195,163 — 512.5T 
or: 664 dT /dt = 380.8 — T 


The time taken to heat the liquid from 293 to 377 K is: 


377 
t= 664 | dT /(380.8 — T) 
293 


= 664 In[ (380.8 — 293)/(380.8 — 377)] = 2085 s (0.58 h) 


For the heat exchanger: 
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AT, = (388 — 377) = 11 deg K, AT = (333 — 293) = 40 deg K 
and from equation 9.9: 
ATm = (40 — 11)/In(40/11) = 22.5 deg K. 


Mass flow = (162/2085) = 0.0777 kg/s 

Heat load: Q = 0.0777 x 2.1(377 — 293) = 13.71 kW 

In equation 9.1: U = (250/1000) = 0.250 kW/m? K, 
The area required: A = 13.71/(0.250 x 22.5) = 2.44 m? . 





PROBLEM 9.41 


The radiation received by the earth’s surface on a clear day with the sun overhead is 
1 kW/m? and an additional 0.3 kW/m? is absorbed by the earth’s atmosphere. Calculate 
approximately the temperature of the sun, assuming its radius to be 700,000 km and the 
distance between the sun and the earth to be 150,000,000 km. The sun may be assumed 
to behave as a black body. 


Solution 


The total radiation received = 1.3 kW/m? of the earth’s surface. The equivalent surface 
area of the sun is obtained by comparing the area of a sphere at the radius of the sun, 
7 x 10° km and the area of a sphere of radius (radius of sun + distance between sun and 
earth) or: 


A1/A2 = 47 (7 x 10°)" /42r(150 x 10° +7 x 10°)? = 2.16 x 1075. 


Therefore radiation at the sun’s surface = (1.3 x 10°/2.16x 1075)= 6.03 x 10’ W/m”. 
For a black body, the intensity of radiation is given by equation 9.112: 


6.03 x 10’=5.67x 10° °7* and T=5710K 


PROBLEM 9.42 


A thermometer is immersed in a liquid which is heated at the rate of 0.05 K/s. If the 
thermometer and the liquid are both initially at 290 K, what rate of passage of liquid over 
the bulb of the thermometer is required if the error in the thermometer reading after 600 s 
is to be no more than | deg K? Take the water equivalent of the thermometer as 30 g, 
the heat transfer coefficient to the bulb to be given by U = 735 u°® W/m? K. The area 
of the bulb is 0.01 m? where u is the velocity in m/s. 
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Solution 
If T and T’ are the liquid and thermometer temperatures respectively after time ¢ s, then: 
dT/dt = 0.05 K/s and hence T = 290+ 0.05t 
When t = 600 s, (T — T’) = 1. 
T = 290 + (600 x 0.05) = 320K and T’=319K 
Balancing: G,C p; dT’ /dt = UA(T — T’) 
(30/1000)4.18 d7’/dt = UA(290 + 0.051 + T’) 
dT’ /dt + 7.98UAT’ = 2312UA(1 + 0.000173r) 


e7-98UAt 
- fo. 000173 ——— ar} 
7.98UA 


T.I8UAt 


7.98UAt 
T! = 2312UA 4 (1 + 0.000173¢ 
e fe i 7 98UA 


e/ 98UAt 


= 290(1 + 0.000173r)e7 844" — 0.050 
aor $ 7.98UA 


+k 





When t = 0, T’ = 290 K and k =0.00627/UA. 
T’ = 290(1 + 0.000173t) — (0.00627/UA)(1 — e77844") 
When t = 600 s, T’ = 319 K. 
319 = 320 + (0.00627/UA)(1 — e 478°) 
—4789UA = ln(1 — 159.5UA) 
and: UA = —0.000209 In(1 — 159.5UA) 
Solving by trial and error: UA = 0.00627 kW/K. 


A = 0.01 m? and hence: U = 0.627 kW/m” K or 627 W/m?K 
627 = 735u°8 and u= 0.82 m/s 


PROBLEM 9.43 


In a shell-and-tube type of heat exchanger with horizontal tubes 25 mm external diameter 
and 22 mm internal diameter, benzene is condensed on the outside of the tubes by means 
of water flowing through the tubes at the rate of 0.03 m?/s. If the water enters at 290 K 
and leaves at 300 K and the heat transfer coefficient on the water side is 850 W/m? K, 
what total length of tubing will be required? 


Solution 
Mass flow of water = (0.03 x 1000) = 30 kg/s 
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and hence the heat load = 30 x 4.18(300 — 290) = 1254 kW 
At atmospheric pressure, benzene condenses at 353 K and hence: 


6; = (353 — 290) = 63degK, 62 = (353 — 300) = 53 deg K 
and from equation 9.9: 
Om = (63 — 53)/ In(63/53) = 57.9 deg K 


No correction factor is required, because of isothermal conductions on the shell side. 
For condensing benzene, h, will be taken as 1750 W/m? K. From Table 9.18: h; = 

850 W/m? K or, based on the outside diameter, hio = (850 x 22/25) = 748 W/m” K. 
Neglecting scale and wall resistances: 


1/U = (1/1750) + (1/748) = 0.00191 m* K/W 
and: U = 524 W/m? K or 0.524 kW/m? K 


Therefore, from equation 9.1: A = 1254/(0.524 x 57.9) = 41.3 m’. 
Outside area of 0.025 m tubing = (x x 0.025 x 1.0) = 0.0785 m?/m 


and total length of tubing required = (41.3/0.0785) = 526 m. 


PROBLEM 9.44 


In a contact sulphuric acid plant, the gases leaving the first convertor are to be cooled 
from 845 to 675 K by means of the air required for the combustion of the sulphur. The 
air enters the heat exchanger at 495 K. If the flow of each of the streams is 2 m?/s at 
NTP, suggest a suitable design for a shell-and-tube type of heat exchanger employing 
tubes of 25 mm internal diameter. 


(a) Assume parallel co-current flow of the gas streams. 

(b) Assume parallel countercurrent flow. 

(c) Assume that the heat exchanger is fitted with baffles giving cross-flow outside the 
tubes. 


Solution 
Heat load 


At a mean temperature of 288 K, the density of air = (29/22.4)(273/288) = 1.227 kg/m’, 
where 29 kg/kmol is taken as the mean molecular mass of air. 


mass flow of air = (2.0 x 1.227) = 2.455 kg/s. 


If, as a first approximation, the thermal capacities of the two streams can be assumed 
equal for equal flowrates, then the outlet air temperature = 495 + (845 — 675) = 665 K 
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and for a mean specific heat of 1.0 kJ/kg K, the heat load is Q = 2.455 x 1.0(665 — 
495) = 417.4 kW 

For gas to gas heat transfer, an overall coefficient of 1/(1/60 + 1/60) = 30 W/m? K 
will be taken using the data in Table 9.17. 


(a) Co-current flow 
= (845 — 495) = 350degK, 62 = (675 — 665) = 10degK 
and in equation 9.9: 6,, = (350 — 10)/1n(350/10) = 95.6 deg K. 
Therefore in equation 9.1: A = (417.4 x 10°)/(30 x 95.6) = 145.5 m?. 


For 25 mm i.d. tubes an o.d. of 32 mm will be assumed for which the outside area = 
(a x 0.032 x 1.0) = 0.1005 m?/m 


and total length of tubing = (145.5/0.1005) = 1447 m. 


At a mean air temperature of 580 K: p= (29/22.4)(273/580) = 0.609 kg/m?. 
volume flow of air = (2.445 /0.609) = 4.03 m?/s. 


For a reasonable gas velocity of say 15 m/s: area for flow = (4.03/15) = 0.268 m°. 
Cross-sectional area of one tube = (7 /4)0.025? = 0.00050 m’. 


., number of tubes/pass = (0.268/0.00050) = 545, each of length = (1447/545)=2.65 m. 


In practice, the standard length of 2.44 m would be adopted with (1447/2.44) = 594 


tubes in a single pass. 


(b) Countercurrent flow 


In this case, 6; = (845 — 665) = 180 deg K, 62 = (675 — 495) = 180 deg K, and Om = 
180 deg K 


In equation 9.1: A = (417.4 x 10°)/(30 x 180) = 77.3 m? 
and total length of tubing = (77.3/0.1005) = 769 m. 
With a velocity of 15 m/s, each tube would be (769/545) = 1.41 m long. 
A better arrangement would be the use of (769/2.44) = 315 tubes, 2.44 m long, though 


this would give a higher velocity and hence an increased air side pressure drop. With such 
an arrangement, 315 x 32 mm o.d. tubes could be accommodated in a 838 mm i.d. shell 
on 40 mm triangular pitch. 


(c) Cross flow 

As in (b), 6, = 180 deg K. 

From equation 9.213: X = (t2 — t,)/(T; — t1) = (665 — 495)/(845 — 495) = 0.486 
and: Y = (Tı — T2)/(t2 — tı) = (845 — 675)/(665 — 495) = 1.0 
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Thus, assuming one shell pass, two tube-side passes, from Figure 9.71: F = 0.82 and 
OmF = (0.82 x 180) = 147.6 K 
Thus, in equation 9.212: A = (417.4 x 10°)/(30 x 147.6) = 94.3 m? and: 


total length of tubing = (94.3/0.1005) = 938 m. 


Using standard tubes 2.44 m long, number of tubes = (938/2.44) = 384 or (384/2) = 
192 tubes/pass. 

The cross-sectional area for flow would then be (192 x 0.00050) = 9.61 x 107? m? 
and the air velocity = (4.03/9.61 x 107?) = 41.9 m/s. 

This is not excessive providing the minimum acceptable pressure drop is not exceeded. 

The nearest standard size is 390 x 32 mm o.d. tubes, 2.44 m in a 940 mm i.d. shell 


arranged on 40 mm triangular pitch in two passes. 


PROBLEM 9.45 


A large block of material of thermal diffusivity Dy = 0.0042 cm?/s is initially at a 
uniform temperature of 290 K and one face is raised suddenly to 875 K and maintained 
at that temperature. Calculate the time taken for the material at a depth of 0.45 m to 
reach a temperature of 475 K on the assumption of unidirectional heat transfer and that 
the material can be considered to be infinite in extent in the direction of transfer. 


Solution 


This problem is identical to Problem 9.2 except for slight variations in temperature, and 
reference may be made to that solution. 


PROBLEM 9.46 


A 50% glycerol—water mixture is flowing at a Reynolds number of 1500 through a 25 mm 
diameter pipe. Plot the mean value of the heat transfer coefficient as a function of pipe 
length, assuming that: Nu = 1.62(Re Pr d/l)». 

Indicate the conditions under which this is consistent with the predicted value Nu = 4.1 
for fully developed flow. 


Solution 


For 50% glycerol—water at, say, 290 K: u = 0.007 N s/m?, k = 0.415 W/m K and Cp = 
3135 J/kg K. 


(h x 0.025)/0.415 = 1.62[(1500 x 3135 x 0.007/0.415)(0.025/1)]°*8 
h = 26.89(1983/1)°? = 330/1033 W/m? K 
h is plotted as a function of / over the range / = 0-10 m in Fig. 9d. 


When Nu = 4.1: h = 4.1k/d = (4.1 x 0.415)/0.025 = 68.1 W/m? K. 
Taking this as a point value, / = (330/68.1) = 113.8 m 
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which would imply that the flow is fully developed at this point. For further discussion 
on this point reference should be made to the turbulent flow of gases in Section 9.4.3. 


PROBLEM 9.47 


A liquid is boiled at a temperature of 360 K using steam fed at 380 K to a coil heater. 
Initially the heat transfer surfaces are clean and an evaporation rate of 0.08 kg/s is obtained 
from each square metre of heating surface. After a period, a layer of scale of resistance 
0.0003 m? K/W, is deposited by the boiling liquid on the heat transfer surface. On the 
assumption that the coefficient on the steam side remains unaltered and that the coefficient 
for the boiling liquid is proportional to its temperature difference raised to the power of 
2.5, calculate the new rate of boiling. 


Solution 


When the surface is clean, taking the wall and the inside resistances as negligible, the 
surface temperature will be 380 K. 


Thus: Q=hA(T; — T) 


where Q = GL, G kg/s is the rate of evaporation of fluid of latent heat L J/kg, A = 1 m?, 
and T, and T are the surface and fluid temperature respectively. 


0.08L = h, x 1.0(380 — 360) or h, = 0.004L 
hs x (T, = Ty 
or: ho = k' (380 — 360)5 = 1.79 x 10°k’ 
k' = 0.004L/(1.79 x 10°) = 2.236 x 10~°L 
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When the scale has formed, the total resistance is: 
0.0003 + 1/[2.236 x 10-°L(T, — 360)?*] = 0.0003 + 4.472 x 10°L7!(T, — 360)~7> 
For conduction through the scale: 
GL = (380 — T,)/0.0003 = 3.33 x 10°(380 — T,) (i) 
For transfer through the outside film: 
GL = (t — 360)/[4.472 x 10L! (T, — 360) 7°] — 2.236 x 10°-°L(T, — 360° Gi) 
and for overall transfer: 
GL = (380 — 360)/[0.0003 + 4.472 x 10°L~!(T, — 360) >] (iii) 


Inspection of these equations shows that the rate of evaporation G is a function not only 
of the surface temperature T, but also of the latent heat of the fluid L. Using equations (i) 
and (ii) and selecting values of T in the range 360 to 380 K, the following results are 
obtained: 


Surface temperature Mass rate of evaporation Latent heat of vaporisation 
Ts (K) G (kg/s) L (kJ/kg) 
362 0.000025 2,400,000 
364 0.00029 186,000 
366 0.0012 39,600 
368 0.0033 12,200 
370 0.0071 4710 
372 0.013 1990 
374 0.023 869 
376 0.036 364 
378 0.055 121 
380 0.080 0 


At a boiling point of 360 K it is likely that the liquid is organic with a latent heat of, say, 
900 kJ/kg. This would indicate a surface temperature of 374 K and an evaporation rate 
of 0.023 kg/s. A precise result requires more specific data on the latent heat. 


PROBLEM 9.48 


A batch of reactants of specific heat 3.8 kJ/kg K and of mass 1000 kg is heated by means 
of a submerged steam coil of area 1 m* fed with steam at 390 K. If the overall heat 
transfer coefficient is 600 W/m? K, calculate the time taken to heat the material from 290 
to 360 K if heat losses to the surroundings are neglected. 

If the external area of the vessel is 10 m* and the heat transfer coefficient to the 
surroundings at 290 K is 8.5 W/m? K, what will be the time taken to heat the reactants 
over the same temperature range and what is the maximum temperature to which the 
reactants can be raised? 

What methods would you suggest for improving the rate of heat transfer? 
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Solution 


Use is made of equation 9.209: 


In[(T's — T1)]/(P's — T2) = UAt/GC, 
In[(390 — 290)/(390 — 360)] = 600 x 1.0t/(1000 x 3.8 x 10°) 
or: In 3.33 = 0.000158t and t = 7620 s (2.12 h) 


The heat lost from the vessel: Qz = hA,(T — Ta), where Ta is the ambient temperature. 
QO, = 8.5 x 10.0(T — 290) = (85.0T — 24650) W 
Heat from the steam = heat to the reactants + heat losses 


UA(T, — T) = GC, dT /dt + 85.0T — 24650 
600 x 1.0(390 — T) = (1000 x 3.8 x 10°) dT/dt + 85.0T — 24650 


t T2 
f dt = 5548 |  dT/(8777.6 —T) 
0 Tı 


t = 5548 In[ (377.6 — T1)/(337.6T2)] 
= 5548 In[(377.6 — 290)/(377.6 — 360)] = 8904 s (2.47 h) 


The maximum temperature of the reactants is attained when the heat transferred from 
the steam is equal to the heat losses, or: 


UA(T; —T) = hA,(T = Ta) 
Thus: 600 + 1.0(390 — T) = 8.5 x 10.0(T — 290) and T = 378 K 


The heating-up time could be reduced by improving the rate of heat transfer to the 
fluid, by agitation of the fluid for example, and by reducing heat losses from the vessel 
by insulation. In the case of a large vessel there is a limit to the degree of agitation and 
circulation of the fluid through an external heat exchanger is an attractive alternative. 


PROBLEM 9.49 


What do you understand by the terms “black body” and “grey body” when applied to 
radiant heat transfer? 

Two large parallel plates with grey surfaces are situated 75 mm apart, one has an 
emissivity of 0.8 and is at a temperature of 350 K and the other has an emissivity of 0.4 
and is at a temperature of 300 K. Calculate the net rate of heat exchange by radiation 
per square metre taking the Stefan—Boltzmann constant as 5.67 x 1078 W/m? K*. Any 
formula (other than Stefan’s law) which you use must be proved. 
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Solution 


The terms “black body” and “grey body” are discussed in Sections 9.5.2 and 9.5.3. 
For two large parallel plates with grey surfaces, the heat transfer by radiation between 
them is given by putting A; = A2 in equation 150 to give: 


q = [e1e20/ (e1 + e2 — e1e2)|(T} — T$) W/m? 
In this case: q = [(0.8 x 0.4 x 5.67 x 1078)/(0.8 + 0.4 — 0.8 x 0.4)](350* — 3004) 
= (0.367 x 5.67 x 1078 x 6.906 x 10°) = 143.7 W/m? 


PROBLEM 9.50 


A longitudinal fin on the outside of a circular pipe is 75 mm deep and 3 mm thick. If the 
pipe surface is at 400 K, calculate the heat dissipated per metre length from the fin to the 
atmosphere at 290 K if the coefficient of heat transfer from its surface may be assumed 
constant at 5 W/m? K. The thermal conductivity of the material of the fin is 50 W/m K 
and the heat loss from the extreme edge of the fin may be neglected. It should be assumed 
that the temperature is uniformly 400 K at the base of the fin. 


Solution 


The heat lost from the fin is given by equation 9.254: 


Of = y (hbkA)O, tan hmL 


where h is the coefficient of heat transfer to the surroundings = 5 W/m? K, b is the 
fin perimeter = (2 x 0.075 + 0.003) = 0.153 m, k is the thermal conductivity of the 
fin = 50 W/mK, A is the cross-sectional area of the fin = (0.003 x 1.0) = 0.003 m?, 
6, is the temperature difference at the root = (Tı — Tg) = (400 — 290) = 100 deg K, 
m = J(hb/RKA) = ./((5 x 0.153)/(50 x 0.003)) = 2.258 and L is the length of the fin = 
0.075 m. 


Of = y (5 x 0.153 x 50 x 0.003)[110 tanh(2.258 — 0.075)] 


= (0.339 x 100 tanh 0.169) = 6.23 W/m 


PROBLEM 9.51 


Liquid oxygen is distributed by road in large spherical insulated vessels, 2 m internal 
diameter, well lagged on the outside. What thickness of magnesia lagging, of thermal 
conductivity 0.07 W/m K, must be used so that not more than 1% of the liquid oxygen 
evaporates during a journey of 10 ks (2.78 h) if the vessel is initially 80% full? Latent 
heat of vaporisation of oxygen = 215 kJ/kg. Boiling point of oxygen = 90 K. Density of 
liquid oxygen = 1140 kg/m?. Atmospheric temperature = 288 K. Heat transfer coefficient 
from the outside surface of the lagging surface to atmosphere = 4.5 W/m? K. 
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Solution 


For conduction through the lagging: 
Q = 4rk(Tı — T2)/C/n — 1/1) (equation 9.25) 


where Tı will be taken as the temperature of boiling oxygen = 90 K and the tank radius, 
ri = 1.0 m. 

In this way, the resistance to heat transfer in the inside film and the walls is neglected. 
ry is the outer radius of the lagging. 


Q = 4n x 0.07(90 — T)/(1/1.0 — 1/r2) W (i) 


For heat transfer from the outside of the lagging to the surroundings, Q = hA(T2 — Ta) 
where h = 4.5 W/m? K, A= Arr and T,, ambient temperature = 288 K. 


Q = 4.5 x 4nr3(T2 — 288) = 187r} (T3 — 288) W (ii) 
The volume of the tank = 47r} /3 = (4m x 1.0°/3) = 4.189 m°. 
volume of oxygen = (4.189 x 80/100) = 3.351 m? 
and mass of oxygen = (3.351 x 1140) = 3820 kg 
mass of oxygen which evaporates = (3820 x 1/100) = 38.2 kg 


or: 38.2/(10 x 10°) = 0.00382 kg/s 
.. heat flow into vessel: Q = (215 x 10° x 0.00382) = 821 W 
z. In (ii) 821 = 187r} (T2 — 288) and T2 = 288 — (14.52/73) 


Substituting in (i): 
821 = 47 x 0.07[90 — 288 + (14.52/73)]/(1 — 1/13) 
or: r2 — 1.27r, + 0.0198 = 0 and r = 1.25 m 


Thus the thickness of lagging = (r2 — r1) = 0.25 m. 





PROBLEM 9.52 


Benzene is to be condensed at the rate of 1.25 kg/s in a vertical shell and tube type of 
heat exchanger fitted with tubes of 25 mm outside diameter and 2.5 m long. The vapour 
condenses on the outside of the tubes and the cooling water enters at 295 K and passes 
through the tubes at 1.05 m/s. Calculate the number of tubes required if the heat exchanger 
is arranged for a single pass of the cooling water. The tube wall thickness is 1.6 mm. 
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Solution 

Preliminary calculation 

At 101.3 kN/m?, benzene condenses at 353 K at which the latent heat = 394 kJ/kg. 
heat load: Q = (1.25 x 394) = 492 kW 


The maximum water outlet temperature to minimise scaling is 320 K and a value of 
300 K will be selected. Thus the water flow is given by: 


492 = G x 4.18(300 — 295) 
or: G = 23.5 kg/s [or (23.5/1000) = 0.0235 m?/s] 
area required for a velocity of 1.05 m/s = (0.0235/1.05) = 0.0224 m? 
The cross-sectional area of a tube of (25 — 2 x 1.6) = 21.8 mm 1.d. is: 
(1/4) x 0.0218? = 0.000373 m? 
and hence number of tubes required = (0.0224/0.000373) = 60 tubes. 
The outside area = (m x 0.025 x 2.5 x 60) = 11.78 m? 
01 = (353 — 295) = S58degK, 6) = (353 — 300) = 53 deg K 


and in equation 9.9: 6,, = (58 — 53)/1n(58/53) = 55.5 deg K 
U = 492/(55.5 x 11.78) = 0.753 kW/m? K 


This is quite reasonable as it falls in the middle of the range for condensing organics 
as shown in Table 9.17. It remains to check whether the required overall coefficient will 
be attained with this geometry. 


Overall coefficient 


Inside: 
The simplified equation for water in tubes may be used: 


hi = 4280(0.00488T — 1)u°8/d?* W/m? K. (equation 9.221) 


where T = 0.5(300 + 295) = 297.5 K 
u = 105 m/s and d; = 0.0218 m 
hi = 4280(0.00488 x 297.5 — 1)1.05°°/0.218°? = 4322 W/m? K or 4.32 kW/m? K 
Based on the outside diameter: 
hio = (4.32 x 0.218/0.025) = 3.77 kW/m? K 


Wall: 
For steel, k = 45 W/m K, x = 0.0016 m and hence: 


x/k = (0.0016/45) = 0.000036 m? K/W or 0.036 m? K/kW 
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Outside: 
For condensation on vertical tubes: 


ho (uw? /k g)? = 1.47(4M/p) 9°83 (equation 9.174) 


The wall temperature is approximately 0.5(353 + 297.5) = 325 K, and the benzene 
film temperature will be taken as 0.5(353 + 325) = 339 K. 

At 339 K: k = 0.15 W/m K, p = 880 kg/m, and u = 0.35 x 1073 Ns/m’. 

With 60 tubes, the mass flow of benzene per tube, G’ = (1.25/60) = 0.0208 kg/s. 

For vertical tubes, M = G'/md, = 0.0208/(z x 0.025) = 0.265 kg/ms 


* he[(0.35 x 107°)? /0.157 x 8807 x 9.8]°°3 = 1.47[4 x 0.0208/(0.35 x 1073)]7°33 
1.699 x 1074h, = (1.47 x 1.62 x 107!) 
and: ho = 1399 W/m? K or 1.40 kW/m? K 


Overall: 
Neglecting scale resistances: 


1/U = 1/hio + x/k + 1/ho = 0.265 + 0.036 + 0.714 = 1.015 m? K/kW 
and: U = 0.985 kW/m? K 


This is in excess of the value required and would allow for a reasonable scale resistance. 
If this were negligible, the water throughput could be reduced. 
On the basis of these calculations, 60 tubes are required. 


PROBLEM 9.53 


One end of a metal bar 25 mm in diameter and 0.3 m long is maintained at 375 K and heat 
is dissipated from the whole length of the bar to surroundings at 295 K. If the coefficient 
of heat transfer from the surface is 10 W/m? K, what is the rate of loss of heat? Take the 
thermal conductivity of the metal as 85 W/m K. 


Solution 


Use is made of equation 9.254: 


Of = y (AbkA)O, tanh mL 


where the coefficient of heat transfer from the surface, h= 10 W/m? K; the 
perimeter, b = (x x 0.025) + 0.0785 m; the cross-sectional area, A = (7/4) x 0.0257 = 
0.000491 m?; the thermal conductivity of the metal, k = 85 W/m K; the temperature 
difference at the root, 0; = (375 — 295) = 80 deg K; the value of m= ./(hb/kA) = 
»/[C0 x 0.0785)/(85 x 0.000491)] = 4.337, and the length of the rod, L = 0.3 m. 


Of = y (10 x 0.0785 x 85 x 0.000491)[80 tanh(4.337 x 0.3)] 


HEAT TRANSFER 185 


= ,/(0.0328)(80 tanh 1.3011) 
= 14.49(e! 30! Z e71301) / (e1301 + e71-301) 
= 14.49(3.673 — 0.272)/(3.673 + 0.272) = 12.5 W 


PROBLEM 9.54 


A shell-and-tube heat exchanger consists of 120 tubes of internal diameter 22 mm and 
length 2.5 m. It is operated as a single-pass condenser with benzene condensing at a 
temperature of 350 K on the outside of the tubes and water of inlet temperature 290 K 
passing through the tubes. Initially there is no scale on the walls, and a rate of conden- 
sation of 4 kg/s is obtained with a water velocity of 0.7 m/s through the tubes. After 
prolonged operation, a scale of resistance 0.0002 m? K/W is formed on the inner surface 
of the tubes. To what value must the water velocity be increased in order to maintain the 
same rate of condensation on the assumption that the transfer coefficient on the water 
side is proportional to the velocity raised to the 0.8 power, and that the coefficient for 
the condensing vapour is 2.25 kW/m? K, based on the inside area? The latent heat of 
vaporisation of benzene is 400 kJ/kg. 


Solution 


Area for heat transfer, based on the tube i.d. = (r x 0.022 x 1.0) = 0.0691 m?/m or: 
(120 x 2.5 x 0.0691) = 20.74 m?. 


With no scale 


Heat load: Q = (4 x 400) = 1600 W. 
Cross-sectional area of one tube = (7/4)0.022? = 0.00038 m? 
and hence area for flow per pass = (120 x 0.00038) = 0.0456 m?. 


volume of flow of water = (0.0456 x 0.7) = 0.0319 m?/s 
and: mass flow of water = (0.0319 x 1000) = 31.93 kg/s 
The water outlet temperature is given by, 1600 = 31.93 x 4.18(T — 290) or T = 302 K 
6; = (350 — 290) = 60 deg K, 6) = (350 — 302) = 48 deg K 
and in equation 9.9, Om = (60 — 48)/1n(60/48) = 53.8 deg K. 
In equation 9.1, U = Q/AOn = 1600/(20.74 x 53.8) = 1.435 kW/m?K 
Neglecting the wall resistance, 1/U = 1/h; + 1/ho; 
(1/1.435) = 1/h; + (1/2.25) and h; = 3.958 kW/m? K 
h; is proportional to u®8 or 3.958 = k(0.7)°® and k = 5.265 
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With scale 

hi = 5.265u? kW/m? K, scale resistance = 0.20 m? K/kW 
and: 1/U = 1/(5.265u™8) + 0.20 + (1/2.25) 

U = u?’ / (0.190 + 0.644u®8) kW/m? K 
that is: Q = 1600 kW as before. 


The mass flow of water is: (u x 0.0456 x 1000) = 45.6u kg/s and the outlet water 
temperature is given by: 


1600 = 45.6u x 4.18(T — 290) 
or: T = (290 + 8.391/u) K 
6, = (350 — 290) = 60 deg K, 62 = (350 — 290 — 8.391 )/u = (60 — 8.391 )/u 
and: Om = (60 — (60 — 8.391 )/u)/ In[60/(60 — 8.391)/u] 
= 8.391 /{u ln[60u/ (60u — 8.391)]} 


In equation 9.1: 


1600 = [u®8/ (0.190 + 0.644u®™8)] x 20.74 x 8.391 /{u In[60u/ (60u — 8.391)]} 
or: 1/{u°2(0.190 + 0.644u°8) In[60u/ (60u — 8.391)]} = 9.194 


The left-hand side of this equation is plotted against u in Fig. 9e and the function equals 
9.194 when u = 2.06 m/s. 
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PROBLEM 9.55 


Derive an expression for the radiant heat transfer rate per unit area between two large 
parallel planes of emissivities e; and e, and at absolute temperatures Tı and T3 respec- 
tively. 

Two such planes are situated 2.5 mm apart in air. One has an emissivity of 0.1 and is 
at a temperature of 350 K, and the other has an emissivity of 0.05 and is at a temperature 
of 300 K. Calculate the percentage change in the total heat transfer rate by coating the 
first surface so as to reduce its emissivity to 0.025. Stefan—Boltzmann constant = 5.67 x 
1078 W/m? K*. Thermal conductivity of air = 0.026 W/m K. 


Solution 


The theoretical derivation is laid out in Section 9.5.5 and the heat transfer by radiation is 
given by putting A; = A, in equation 9.150 to give: 


dr = [(e1e20)/(e1 + e2 — e1e2)]1(T{ — T$) 
For conduction between the two planes: 
de = KA(T, — T2)/x (equation 9.12) 
= 0.026 x 1.0(350 — 300)/0.0025 = 520 W/m? 
For radiation between the two planes: 
qr = [(e1e20)/(e1 + e2 — e1€2)|(T} — T$) 
= [(0.1 x 0.05 x 5.67 x 1078)/(0.1 + 0.05 — 0.1 x 0.05)](350* — 3004) 
= 13.5 W/m? 


Thus neglecting any convection in the very narrow space, the total heat transferred is 
533.5 W/m’. When e1 = 0.025, the heat transfer by radiation is: 


qr = [(0.025 x 0.05 x 5.67 x 107°)/(0.025 + 0.05 — 0.025 x 0.05)] 
x (350* — 300*) = 6.64 W/m? 
and: (q, + gc) = 526.64 W/m? 


Thus, although the heat transferred by radiation is reduced to (100 x 6.64)/13.5 = 
49.2% of its initial value, the total heat transferred is reduced to (100 x 526.64)/533.5 = 
98.7% of the initial value. 





PROBLEM 9.56 


Water flows at 2 m/s through a 2.5 m length of a 25 mm diameter tube. If the tube is at 
320 K and the water enters and leaves at 293 and 295 K respectively, what is the value 
of the heat transfer coefficient? How would the outlet temperature change if the velocity 
was increased by 50%? 
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Solution 


The cross-sectional area of 0.025 m tubing = (7/4)0.0257 = 0.000491 m°. 


Volume flow of water = (2 x 0.000491) = 0.000982 m/s 
Mass flow of water = (1000 x 0.000982) = 0.982 kg/s 


Heat load, Q = 0.982 x 4.18(295 — 293) = 8.21 kW 


Surface area of 0.025 m tubing = (7 x 0.025 x 1.0) = 0.0785 m?/m 


and: A = (0.0785 x 2.5) = 0.196 m? 
6; = (320 — 293) = 27 deg K, 6 = (320 — 295) = 25 deg K 
and: Om = (27 — 25)/1n(27/25) = 25.98 say 26 deg K 


In equation 9.1: U = 8.21/(0.196 x 26) = 1.612 kW/m? K 


An estimate may be made of the inside film coefficient from equation 9.221, where T, 
the mean water temperature, is 294 K. 


Thus: h; = 4280(0.00488 x 294 — 1)2.0°°/0.025°7 
= (4280 x 0.435 x 1.741/0.478) = 6777 W/m? K or 6.78 kW/m? K 


The scale resistance is therefore given by: 
(1/1.612) = (1/6.78) + R or: R = 0.473 m? K/kw 


With a water velocity of (2.0 x 150/100) = 3.0 m/s, assuming a mean water temper- 
ature of 300 K, then: 


hi = 4280(0.00488 x 300 — 1)3.0°°/0.025° 
= (4280 x 0.464 x 2.408/0.478) = 10004 or 10.0 kW/m? K 
1/U = (0.473 + 1/10.0) and U = 1.75 kW/m? K 


For an outlet water temperature of T K: 6; = 27degK, 6) = (320 — T) deg K 
and, taking an arithmetic mean: Om = 0.5(27 + 320 — T) = (173.5 — 0.5T) deg K. 


The mass flow of water = (0.982 x 150)/100 = 1.473 kg/s, 

and the heat load, Q = 1.473 x 4.18(T — 293) = (6.157T — 1804) kW 
(6.157T — 1804) = [1.75 x 0.196(173.5 — 0.5T)] 

from which: T = 294.5 K 


The use of 300 K as a mean water temperature has a minimal effect on the result and 
recalculation is not necessary. 
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PROBLEM 9.57 


A liquid hydrocarbon is fed at 295 K to a heat exchanger consisting of a 25 mm diameter 
tube heated on the outside by condensing steam at atmospheric pressure. The flowrate of 
hydrocarbon is measured by means of a 19 mm orifice fitted to the 25 mm feed pipe. The 
reading on a differential manometer containing hydrocarbon-over-water is 450 mm and 
the coefficient of discharge of the meter is 0.6. 

Calculate the initial rate of rise of temperature (deg K/s) of the hydrocarbon as it enters 
the heat exchanger. 

The outside film coefficient = 6.0 W/m? K. 

The inside film coefficient h is given by: 


hd /k = 0.023 (ud p/ u)? (Cpu /K)?* 


where: u = linear velocity of hydrocarbon (m/s). d = tube diameter (m), o = liquid density 
(800 kg/m*), u = liquid viscosity (9 x 1074 N s/m’), C, = specific heat of liquid (1.7 x 
10° J/kgK), and k = thermal conductivity of liquid (0.17 W/mK). 


Solution 
The effective manometer fluid density, is 200 kg/m’. 
The pressure difference across the orifice = 450 mm water 


or: (450 x 800/200) = 1800 mm hydrocarbon 
that is: H = 1.80 m 


The area of the orifice = (7/4)0.019? = 2.835 x 1074 m? 


In equation 6.21: G = (0.6 x 2.835 x 1074 x 800),/(2 x 9.81 x 1.80) 
= 1.36,/ (35.3) = 0.808 kg/s 


The volume flow = (0.808/800) = 0.00101 m?/s. 

Cross-sectional area of a 0.025 m diameter pipe = (77/4)0.0257 = 0.000491 m° and 
hence the velocity, u = (0.00101/0.000491) = 2.06 m/s. 

The inside film coefficient is given by: 


(hi x 0.025/0.17) = 0.023((2.06 x 0.025 x 800)/9 x 10~4)°% 
x ((1.7 x 10° x 9 x 1074)/0.17)°4 
or: h; = 0.1564(4.58 x 10*)°8(9.0)°* = 2016 W/m? K or 2.02 kW/m? K 
Neglecting scale and wall resistances: 
1/U = (1/6.0) + (1/2.02) and U = 1.511 kW/m? K 


For steam at atmospheric pressure, the saturation temperature = 373 K and at the inlet 
the temperature driving force = (373 — 295) = 78 deg K. 
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The heat flux is: (1.511 x 78) = 117.9 kW/m’. 
For a small length of tube, say 0.001 m, the area for heat transfer = (7 x 0.025 x 
0.001) = 7.854 x 1075 m? 


and the heat transfer rate = (117.9 x 7.854 x 1075 x 1000) = 9.27 W. 

In the small length (0.001 m) of tube, mass of material = (0.000491 x 0.001 x 800) = 
3.93 x 10-+ kg and hence temperature rise = [9.27/(3.93 x 1074 x 1.7 x 103)] 
= 13.9deg K/s 


PROBLEM 9.58 


Water passes at a velocity of 1.2 m/s through a series of 25 mm diameter tubes 5 m 
long maintained at 320 K. If the inlet temperature is 290 K, at what temperature would 
it leave? 


Solution 
Assuming an outlet water temperature of T K, the mean water temperature is therefore: 
= 0.5(T + 290) = (0.5T + 145) K. 
The coefficient may be calculated from: 
h = 4280(0.00488T — 1)u°8/d°? (equation 9.221) 
= 4280[0.00488(0.5T + 145) — 1]1.2°°/0.025°? 
= (25.28T — 3028.1) W/m? K 
Area for heat transfer = (7 x 0.025 x 5.0) = 0.393 m? 
and the heat load, Q = [1.2(2/4)0.0257 x 1000 x 4.18 x 10°(T — 290)] 
= (2462T — 714,045) W 
Therefore neglecting any scale resistance: 
(2462T — 714,045) = (25.28T — 3028.1)0.393[320 — (0.5T + 145)] 
from which: T? + 25.98T — 101,851 = 0 
and: T = 306.4 K 





[An alternative approach is as follows: 
The heat transferred per unit time in length dL of pipe, 


= h x x x 0.025dL(320 — T,) W 


where Tę is the water temperature at L m from the inlet. 
The rate of increase in the heat content of the water is: 


(7/4) x 0.025? x 1.2 x 1000 x 4.18 x 10° dT = 2462 dT 
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The outlet temperature T’ is then given by: 


T dT 5 
r 0.000319% | dL 
h (320 — T) 0 
or: In(320 — T’) = ln 30 — 0.0001595h = 3.401 — 0.0001595h 


At a mean temperature of say 300 K, in equation 9.221: 


h = 4280(0.00488 x 300 — 1)1.2°°/0.025°? = 4805 W/m? K 
Thus: 1n(320 — 7’) = 3.401 — (0.0001595 x 4805) 
and: T’ = 306.06 K] 


PROBLEM 9.59 


Heat is transferred from one fluid stream to a second fluid across a heat transfer surface. If 
the film coefficients for the two fluids are, respectively, 1.0 and 1.5 kW/m K, the metal 
is 6 mm thick (thermal conductivity 20 W/m K) and the scale coefficient is equivalent to 
850 W/m? K, what is the overall heat transfer coefficient? 


Solution 
From equation 9.201: 
1/U = 1/ho + xw/kw + R + 1/hi 
= (1/1000) + (10.006/20) + (1/850) + (1/1500) 
= (0.001 + 0.00030 + 0.00118 + 0.00067) = 0.00315 m? K/W 
U = 317.5 W/m? K or 0.318 kW/m? K 


PROBLEM 9.60 


A pipe of outer diameter 50 mm carries hot fluid at 1100 K. It is covered with a 50 mm 
layer of insulation of thermal conductivity 0.17 W/m K. Would it be feasible to use 
magnesia insulation, which will not stand temperatures above 615 K and has a thermal 
conductivity of 0.09 W/m K for an additional layer thick enough to reduce the outer 
surface temperature to 370 K in surroundings at 280 K? Take the surface coefficient of 
transfer by radiation and convection as 10 W/m? K. 


Solution 


The solution is presented as Problem 9.8. 
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PROBLEM 9.61 


A jacketed reaction vessel containing 0.25 m° of liquid of density 900 kg/m? and specific 
heat 3.3 kJ/kg K is heated by means of steam fed to a jacket on the walls. The contents of 
the tank are agitated by a stirrer rotating at 3 Hz. The heat transfer area is 2.5 m? and the 
steam temperature is 380 K. The outside film heat transfer coefficient is 1.7 kW/m? K and 
the 10 mm thick wall of the tank has a thermal conductivity of 6.0 W/m K. The inside 
film coefficient was 1.1 kW/m? K for a stirrer speed of 1.5 Hz and proportional to the 
two-thirds power of the speed of rotation. Neglecting heat losses and the heat capacity of 
the tank, how long will it take to raise the temperature of the liquid from 295 to 375 K? 


Solution 
For a stirrer speed of 1.5 Hz, h; = 1.1 kW/m? K. 
1.1 = k'1.5%67 and k’ = 0.838 


Thus at a stirrer speed of 3 Hz, h; = (0.838 x 3.0°°7) = 1.75 kW/m? K. 
The overall coefficient is given by: 


1/U = (1/1750) + (0.010/6.0) + (1/1700) + 0.00283 (equation 9.201) 


and: U = 353.8 W/m? K neglecting scale resistances. 
The time for heating the liquid is given by: 
In[(T, — T1)/(Ts — T2)] = UAt/mC, (equation 9.209) 
In this case: m = (0.25 x 900) = 225 kg and C, = 3300 J/kg K. 


In[(380 — 295)/(380 — 375)] = 353.8 x 2.5t/(225 x 3300) 
2.833 = 0.001197 and t = 2381 s (40 min) 


PROBLEM 9.62 


By dimensional analysis, derive a relationship for the heat transfer coefficient for natural 
convection between a surface and a fluid on the assumption that the coefficient is a function 
of the following variables: 

k = thermal conductivity of the fluid, C, = specific heat of the fluid, pọ = density of the 
fluid, u = viscosity of the fluid, Bg = the product of the coefficient of cubical expansion 
of the fluid and the acceleration due to gravity, l = a characteristic dimension of the 
surface, and AT = the temperature difference between the fluid and the surface. 

Indicate why each of these quantities would be expected to influence the heat transfer 
coefficient and explain how the orientation of the surface affects the process. 

Under what conditions is heat transfer by natural convection important in Chemical 
Engineering? 
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Solution 


If the heat transfer coefficient h can be expressed as a product of powers of the variables, 
then: 
h= k'(k°C? o° u? (Bg) lt ATS) where k’ is a constant. 


The dimensions of each variable in terms of M, L, T, Q, and @ are: 


heat transfer coefficient, h = Q/L?T@ 


thermal conductivity, k = Q/LT@ 
specific heat, Cp = Q/Me 
viscosity, u =M/LT 
density, p =M/L> 
the product, Bg = L/T?! 
length, L=L 


temperature difference, AT = 0 


Equating indices: 





M: 0 =—-b+c+d 

L: 2 =-a-—3c-—d+e+f 

T: —1 =-a-—d-—2e 

Q: 1 =a+b 

0: —l =—a—b-e+g 
Solving in terms of b and c: 


a = (1 — b), d = (b — c), e = (c/2), f = Ge/2 — 1), g = (c/2) 


and hence: 
k uł [3¢/2 i k Cu b 13/2 o(Bg)! 2T! ç. 
h = k Lot cre c/2 A pel m k e Rat cae MEO, NnS 
€ pP AK 7 7 i 7 
hl _ y ( Cott bp BeT \ 
or: — = — an 
k k N 


where (Cpu/k) is the Prandtl number and (l° o° 6BgAT/u’°) the Grashof number. A full 
discussion of the significance of this result and the importance of free of natural convection 
is presented in Section 9.4.7. 


PROBLEM 9.63 


A shell-and-tube heat exchanger is used for preheating the feed to an evaporator. The 
liquid of specific heat 4.0 kJ/kg K and density 1100 kg/m? passes through the inside of 
tubes and is heated by steam condensing at 395 K on the outside. The exchanger heats 
liquid at 295 K to an outlet temperature of 375 K when the flowrate is 1.75 x 1074 m3/s 
and to 370 K when the flowrate is 3.25 x 1074 m/s. What is the heat transfer area and 
the value of the overall heat transfer coefficient when the flow rate is 1.75 x 1074 m/s? 
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Assume that the film heat transfer coefficient for the liquid in the tubes is proportional 
to the 0.8 power of the velocity, that the transfer coefficient for the condensing steam 
remains constant at 3.4 kW/m? K and that the resistance of the tube wall and scale can 
be neglected. 


Solution 


i) 


ii) 


For a flow of 1.75 x 1074 m3/s: 
Density of the liquid = 1100 kg/m? 
Mass flow = (1.75 x 1074 x 1100) = 0.1925 kg/s. 
Heat load = 0.1925 x 4.0(373 — 295) = 61.6 kW 
6, = (395 — 295) = 100degK, 62 = (395 — 375) = 20 deg K 
and in equation 9.9: 
Om = (100 — 20)/ In(100/20) = 49.7 deg K 
Thus, in equation 9.1: 
UA = (61.6/49.7) = 1.239 kW/K 
For a flow of 3.25 x 1074m? /s: 
Mass flow = (3.25 x 1074 x 1100) = 0.3575 kg/s 
Heat load = 0.3575 x 4.0(370 — 295) = 107.3 kW 
6; = (395 — 295) = 100degK, 6) = (395 — 370) = 25 deg K 
and in equation 9.9: 
Om = (100 — 25)/ In(100/25) = 54.1 deg K 
Thus in equation 9.1: 
UA = (107.3/54.1) = 1.983 kW/K 
U2/U, = (1.983/1.239) = 1.60 


The velocity in the tubes is proportional to the volumetric flowrate, v cm/s and 
hence 
hi « vo or h, = Kies. where k’ is a constant. 


Neglecting scale and wall resistances: 
1/U = 1/ho + 1/hi 
= (1/3.4) + (1/k’v®8) 
and: U = 3.4k'v°8/(3.4 + k’v°8) 
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Ui = (3.4k' x 175°°)/(3.4 +k’ x 17598) = 211.8k' /(3.4 + 62.3k’) 
and: Uy = (3.4k’ x 325%8)/(3.4 + k' x 325°°) = 347.5k' /(3.4 + 102.2k’) 
[347.5k’ /(3.4 + 102.2k’)]/[211.18k'/(3.4 + 62.3k’)] = 1.60 
k’ = 0.00228 
U, = (3.4 x 0.00228 x 175°°)/(3.4 + 0.00228 x 175°°) = 0.136 kW/m? K 


and the heat transfer area, A = (1.239/0.136) = 9.09 m?. 


PROBLEM 9.64 


0.1 m? of liquid of specific heat capacity 3 kJ/kg K and density 950 kg/m? is heated 
in an agitated tank fitted with a coil, of heat transfer area 1 m?, supplied with steam 
at 383 K. How long will it take to heat the liquid from 293 to 368 K, if the tank, of 
external area 20 m? is losing heat to the surroundings at 293 K? To what temperature 
will the system fall in 1800 s if the steam is turned off? Overall heat transfer coefficient 
in coil = 2000 W/m? K. Heat transfer coefficient to surroundings = 10 W/m? K. 


Solution 


If T K is the temperature of the liquid at time f¢ s, then: 
heat input from the steam = UA(T, — T) = (2000 x 1)(383 — T) or 2000(383 — T) W 
Similarly, heat losses to the surroundings = (10 x 20)(T — 293) = 200(T — 293) W 


and, net heat input to the liquid = 2000(383 — T) — 200(T — 293) = (824,600 — 
2200T) W 


This is equal to: Q = mC, (dT /dt) 
where m = (0.1 x 950) = 95 kg and C, = 3000 J/kg K. 

(95 x 3000)dT /dt = (824,600 — 22007) 
or: 129.6 dT /dt = (374.8 — T) 


Thus the time taken to heat from 293 to 368 K is: 


368 


t = 129.6 dT /(374.8 — T) 
293 


= 129.6 In((374.8 — 293)/(374 — 368)) = 1559 s (0.43 h) 


The steam is turned off for 1800s and, during this time, a heat balance gives: 


(95 x 3000)dT/dt = —(10 x 20)(T — 293) 
285,000 dT /dt = (58600 — 2007) or 1425 dT /dt = (293 — T) 
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The change in temperature is then given by: 


T 1800 
p) dT/(293 — T) = (1/1425) | dt 
3 0 


68 
In((293 — 368)/(293 — T)) = (1800/1425) = 1.263 and T = 311.8 K. 


PROBLEM 9.65 


The contents of a reaction vessel are heated by means of steam at 393 K supplied to a 
heating coil which is totally immersed in the liquid. When the vessel has a layer of lagging 
50 mm thick on its outer surfaces, it takes one hour to heat the liquid from 293 to 373 K. 
How long will it take if the thickness of lagging is doubled? Outside temperature = 293 K. 
Thermal conductivity of lagging = 0.05 W/mK. Coefficient for heat loss by radiation and 
convection from outside surface of vessel = 10 W/m? K. Outside area of vessel = 8 m’. 
Coil area = 0.2 m*. Overall heat transfer coefficient for steam coil = 300 W/m? K. 


Solution 


If T K is the temperature of the liquid at time t s and TK the temperature at the outside 
surface of the vessel, then heat flowing through the insulation is equal to the heat lost by 
convection and radiation to the surroundings or: 


(kA/x)(T — T1) = h,A(T1 — To) 


where he is the coefficient for heat loss, A the outside surface area of the vessel and To 
the ambient temperature. Thus: 


(0.05 x 8/0.050)(T — T1) = (10 x 8)(T; — 293) 
and: Tı = (0.0909T + 266.4) K 
... Heat loss to the surroundings = (10 x 8)(0.0909T + 266.4 — 293) 
= (7.272T — 2128) W 
Heat input from the coil = (300 x 0.2)(393 — T) = (23580 — 60T) W 
and net heat input = (23580 — 607) — (7.272T — 2128) = 25708 — 67.3T W 
which is equal to: Q = mC, dT /dt 
or: mC, aT /dt = 25708 — 67.3T 
and: 0.0149mC, dT /dt = 382 — T 


It takes t = 3600 s to heat the contents from 293 to 373 K, or: 


373 
3600 = 0.0149mC, | dT /(382 — T) 
293 


241610 = mC, In((382 — 293)/(382 — 373)) = 2.291mC, 
and: mC, = 105442 J/K 
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If the thickness of the lagging is doubled to 0.100 m, then: 
(0.05 x 8/0.100)(T — Tı) = (10 x 8)(Tı — 293) 
and: Tı = (0.0476T + 279.1) K 
... Heat loss to the surroundings = (10 x 8)(0.0476T + 279.1 — 293) 


= (3.8087 — 1112) W 
Heat input from the coil = (300 x 0.2)(393 — T) = (23580 — 60T) W 
and net heat input = (23580 — 607) — (3.8087 — 1112) = 24692 — 63.808T. 


mC, aT /dt = (24,692 — 63.8087) 
105442 dT /dt = (24,692 — 63.8087) 
or: 1652.5 dT /dt = 387 —T 


Thus, the time taken to heat the contents from 293 to 373 K is: 


373 


t = 1652.5 dT /(387 — T) 
293 


= 1625.5 In[(387 — 293)/(387 — 373)] = (1652.5 x 1.904) 
= 3147 s (0.87 h) 


PROBLEM 9.66 


A smooth tube in a condenser which is 25 mm internal diameter and 10 m long is carrying 
cooling water and the pressure drop over the length of the tube is 2 x 10* N/m”. If vapour 
at a temperature of 353 K is condensing on the outside of the tube and the temperature 
of the cooling water rises from 293 K at inlet to 333 K at outlet, what is the value of the 
overall heat transfer coefficient based on the inside area of the tube? If the coefficient for 
the condensing vapour is 15,000 W/m? K, what is the film coefficient for the water? If 
the latent heat of vaporisation is 800 kJ/kg, what is the rate of condensation of vapour? 


Solution 
From equation 3.23: (R/ pu”) Re = —AP sd? p/(4l/ u?) 
Taking the viscosity of water as 1 mN s/m? = 0.001 Ns/m?, then: 
—AP pd? p/(4l1/ u?) = 20,000(0.025)° 1000/(4 x 10(0.001)”) = 7,812,500 
From Fig. 3.8, for a smooth pipe, Re = 57,000 
dup/ jt = (0.025u1000)/0.001 = 57,000 
and: u = 2.28 m/s 


<. Volume flow of water = 7:(0.0257/4)2.28 = 0.00112 m?/s 
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Mass flow of water = (1000 x 0.00112) = 1.12 kg/s 
Heat removed by water = 1.12 x 4.187(333 — 293) = 187.6 kW 
Surface area of tube, based on inside diameter = (m x 0.025 x 10) = 0.785 m 
Vapour temperature = 353 K ~. AT; = (353 — 293) = 60 deg K 
AT? = (353 — 333) = 20 deg K 
and from equation 9.9, AT,, = (60 — 20)/1n(60/20) = 36.4 deg K 
From equation 9.1, 187.6 = (U x 0.785 x 36.4) 


and the overall coefficient based on the inside diameter is: U = 6.57 kW/m” K. 


2 


In equation 9.201, neglecting the wall and scale resistances: 
1/U = 1/ho + 1/hi 
(1/6.57) = (1/15.0) + 1/h; and h; = 11.68 kW/m? K 
If the latent heat of condensation is 800 kJ/kg, then assuming the vapour enters and the 
condensate leaves at the boiling point: 


rate of condensation = (187.6/800) = 0.235 kg/s 


PROBLEM 9.67 


A chemical reactor, 1 m in diameter and 5 m long, operates at a temperature of 1073 K. 
It is covered with a 500 mm thickness of lagging of thermal conductivity 0.1 W/m K. 
The heat loss from the cylindrical surface to the surroundings is 3.5 kW. What is the heat 
transfer coefficient from the surface of the lagging to the surroundings at a temperature 
of 293 K? How would the heat loss be altered if the coefficient were halved? 


Solution 
From equation 9.20, the heat flow at any radius r is given by: 
Q = —k(2x + 1)dT/dr W 
dr/r = (—2xkl /Q)dT 
Integrating between the limits rı and r2 at which the temperatures are Tı and T2 respec- 
tively: 


r2 T2 
/ (dr/r) = (—2mit/Q) | dT 
ri Tı 


ln(r2/r1) = (—2xkl /Q)(Tı — T2) 


In this case: ry = (1/2) = 0.50 m, r= (0.50 + 500/1000) = 1.0m, /=5m, k= 
0.1 W/mK, Q = 3500 W and 7, = 1073 K. 


In(1.0/0.50) = (2x x 0.1 x 5/3500)(1073 — T2) 
and: 0.693 = 0.00090(1073 — T2) and Tz = 301 K 
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The heat flow to the surroundings is: Q = h,A,(T2 — To) 
3500 = h(a x 2.0 x 5.0)(301 — 293) and h, = 14.05 W/m? K 


If this value is halved, that is ho2 = 7.02 W/m? K, then: 


Q2 = 7.02(2x x 2.0 x 5.0)(T2 — 293) = 220.5(T2 — 293) 
and: T2 = (Q2/220.5) + 293 K. 
But: (Q2/Q1) = (Tı — T2)o/(T1 — T2) 
(Q2/3500) = [1073 — (Q2/220.5) — 293]/(1073 — 301) 
0.000286Q, = 0.00130(780 — 0.004540, ) 
and: Q2 = 3473 W —a very slight reduction in the heat loss. 


In this case, T2 = (3473/220.5) + 293 = 308.7 K. 


PROBLEM 9.68 


An open cylindrical tank 500 mm diameter and 1 m deep is three-quarters filled with a 
liquid of density 980 kg/m? and of specific heat capacity 3 kJ/kg K. If the heat transfer 
coefficient from the cylindrical walls and the base of the tank is 10 W/m? K and from 
the surface is 20 W/m? K, what area of heating coil, fed with steam at 383 K, is required 
to heat the contents from 288 K to 368 K in a half hour? The overall heat transfer 
coefficient for the coil may be taken as 100 W/m? K. The surroundings are at 288 K. The 
heat capacity of the tank itself may be neglected. 


Solution 


The rate of heat transfer from the steam to the liquid is: 
U.A (383 — T) = 100A,(383 — T) W 


where A, is the surface area of the coil. 

The rate of heat transfer from the tank to the surroundings = UrAr(T — 288) 

where Uz is the effective overall coefficient and A; the surface area of the tank and liquid 
surface. In this case: 


UrAr = 10((n x 0.5 x 1) + (7/4)0.5%) + 20(717/4)0.57 = 21.6 W/K. 


+. rate of heat loss = 21.6(T — 288) W 
., net rate of heat input to the tank = 100A,(383 — T) — 21.6(T — 288) W. 
This is equal to mC, dT/dt, where the mean specific heat, Cp = 3000 J/kgK. 


Volume of liquid = (75/100)(1/4)0.52 x 1 = 0.147 m? 
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Mass of liquid: m = (0.147 x 980) = 144.3 kg 
and: mC, = (144.3 x 3000) = 432,957 J/K. 
432,957 dT /dt = 100A,(383 — T) — 21.6(T — 288) 
= (38,300A, + 6221) — (100A, + 21.6)T 


368 
: f dT /((38,300A. + 6221)/(100A, + 21.6) — T) 
288 


1800 
= ((100A, + 21.6)/432,957) | dt 
0 


In{[(38,300A,. + 6221)/(100A, + 21.6)) — 288]/ 
[(38,300A, + 6221)/(100A, + 21.6) — 368)]} 
= 0.00416(100A, + 21.6) 


This equation is solved by trial and error to give: A, = 5.0 m’. 


PROBLEM 9.69 


Liquid oxygen is distributed by road in large spherical vessels, 1.82 m in internal diameter. 
If the vessels were unlagged and the coefficient for heat transfer from the outside of the 
vessel to the atmosphere were 5 W/m? K, what proportion of the contents would evaporate 
during a journey lasting an hour? Initially the vessels are 80% full. 

What thickness of lagging would be required to reduce the losses to one tenth? Atmo- 
spheric temperature = 288 K. Boiling point of oxygen = 90 K. Density of oxygen = 
1140 kg/m?. Latent heat of vaporisation of oxygen = 214 kJ/kg. Thermal conductivity 
of lagging = 0.07 W/m K. 


Solution 

Volume of the vessel = zd? /6 = (m x 1.823/6) = 3.16 m? 
Volume of liquid oxygen = (80/100)3.16 = 2.53 m? 

Mass of liquid oxygen = (2.53 x 1140) = 2879 kg 

Surface area of unlagged vessel = ( x 1.827) = 10.41 m? 

Heat leakage into the vessel = h,A(T; — T2) = 5.0 x 10.41(288 — 90) 


= 10,302 W or 10.3 kW 


Evaporation rate of oxygen = (10.3/214) = 0.048 kg/s 
Evaporation taking place during 1 h = (0.048 x 3600) = 173.3 kg 
which is (100 x 173.3/2879) = 6.02% of the contents 


In order to reduce the losses to one tenth, the heat flow into the vessel must be 1.03 kW 
and this will be achieved by reducing the temperature driving force to: 


(288 — 90)/10 = 19.8 deg K. 
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In this case the outside temperature of the lagging will be (288 — 19.8) = 268.2 K and 
the temperature drop through the lagging will be (268.2 — 90) = 178.2 deg K. 
Thus, the heat flow through the lagging is: 


1030 = (KA/x)AT ageing = (0.07 x 10.41/x)178.2 


from which the thickness of the lagging, x = 0.126 m or 126 mm 





This calculation does not take into account the increase in the surface area at the lagging 
surface since it was assumed to be that of the tank, 10.41 m7. In practice, it will be larger 
than this and, if this is taken into account, the reasoning is as follows: 

Radius of the tank = (1.82/2) = 0.91 m 
.. For a lagging thickness of x m, the new radius is (0.91 + x)m and the surface area is: 


4x (0.91 + x)? m? 


~z. convective heat gain = 5.0 x 477(0.91 + x)? (288 — T) = 1030 W 
and the outside temperature of the lagging: 


T = 288 — 16.39/(0.91 +x)’ K (i) 


The heat flow through the lagging (taking an arithmetic mean area and neglecting the 
curvature), 
1030 = (0.07/x)42(0.91 + x/2)} (T — 90) 


Substituting for T from (i) into (ii): 
1030 = (0.07/x)47(0.91 + x/2)?(198 — 16.39)/(0.91 + x?) 


Solving by trial and error: x = 0.151 m or 151 mm 





PROBLEM 9.70 


Water at 293 K is heated by passing it through a 6.1 m coil of 25 mm internal diameter 
pipe. The thermal conductivity of the pipe wall is 20 W/m K and the wall thickness is 
3.2 mm. The coil is heated by condensing steam at 373 K for which the film coefficient 
is 8 kW/m? K. When the water velocity in the pipe is 1 m/s, its outlet temperature is 
309 K. What will the outlet temperature be if the velocity is increased to 1.3 m/s, if the 
coefficient of heat transfer to the water in the tube is proportional to the velocity raised 
to the 0.8 power? 


Solution 
The surface area of the coil = dol = m((25 + 2 x 3.2)/1000)6.1 = 0.602 m? 
i) When the water velocity is I m/s: 
Area for flow = zd? /4 = 1(25/1000)"/4 = 0.00049 m? 
Volume flow = (0.00049 x 1.0) = 0.00049 m?/s 
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ii) 
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Taking the density as 1000 kg/m’, 
Mass flow of water = (1000 x 0.00049) = 0.491 kg/s 
and taking the mean specific heat as 4.18 kJ/kg K, 
Heat load = (0.491 x 4.18)(309 — 293) = 32.83 kW 
With steam at 373 K, AT, = (373 — 293) = 80 deg K, 
AT = (373 — 309) = 64deg K 


and from equation 9.9, AT, = (80 — 64)/1In(80/64) = 71.7 deg K 


Therefore from equation 9.1, the overall coefficient, U = 32.83/(0.602 x 71.7) = 
0.761 kW/m? K or 761 W/m? K. 


From equation 9.201, and neglecting any scale resistance: 


In this case, ho = 8 kW/m? K = 8000 W/m? K, k = 20 W/mK, x = 3.2 mm or 
0.0032 m and h; = Ku?’ where u = 1 m/s and K is a constant. 


1/761 = 1/K1°8 + (1/8000) + (0.0032/20) 
0.00131 = (1/K + (0.000125 + 0.00016)) and K = 976 


When the velocity is 1.3 m/s 
Volume flow of water = (0.00049 x 1.3) = 0.000637 m?/s 
Mass flow of water = (1000 x 0.000637) = 0.637 kg/s 
.. Heat load = (0.637 x 4.18)(T — 293) 
= 2.663(T — 293) kW or 2663(T — 293) W 


The inside coefficient, h; = 976 x 1.398 = 1204 W/m? K 
and the overall coefficient, U is given by: 


1/U = (1/1204 + 1/8000 + 0.0032/20) 
U = 896.4 W/m? K 
AT, = (373 — 293) = 80 deg K and AT, = (373 — T) deg K. 
Thus, from equation 9.9: 
AT», = (80 — 373 + T)/ In[80/(373 — T)] = (T — 293)/ In[80/(373 — T)] deg K 
and in equation 9.1: 


2663(T — 293) = (896.4 x 0.602)(T — 293)/ In[80/(373 — T)] 
In 80/(373 — T) = 0.2026 and: T = 307.7 K. 
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PROBLEM 9.71 


Liquid is heated in a vessel by means of steam which is supplied to an internal coil in 
the vessel. When the vessel contains 1000 kg of liquid it takes half an hour to heat the 
contents from 293 to 368 K if the coil is supplied with steam at 373 K. The process is 
modified so that liquid at 293 K is continuously fed to the vessel at the rate of 0.28 kg/s. 
The total contents of the vessel are always being maintained at 1000 kg. What is the 
equilibrium temperature which the contents of the vessel will reach, if heat losses to the 
surroundings are neglected and the overall heat transfer coefficient remains constant? 


Solution 
Use is made of equation 9.209: 
In((T; — T1)/(Ts — T2)) = (UA/mG, )t 
In this case: T, = 373 K, Tı = 293 K, T2 = 368 K, m = 1000 kg and t = 0.5 hor 1800 s 
In((373 — 293)/(373 — 368)) = (UA/C,)(1800/1000) = 2.773 
and: UA/C, = 1.54 kg/s 
For continuous heating, assuming (UA/C,) is constant and losses are negligible then: 
Q = UA(T, — T) = mC,(T - T1) 
where T is the temperature of the contents. 
UA(373 — T) = 0.28C,(T — 293) 
(UA/C,)(373 — T) = 0.28T — 82.04 
Substituting for (UA/C,): 


(1.54 x 373) — 1.547 = 0.28T — 82.04 
and: T = 360.7 K 


PROBLEM 9.72 


The heat loss through a firebrick furnace wall 0.2 m thick is to be reduced by addition of a 
layer of insulating brick to the outside. What is the thickness of insulating brick necessary 
to reduce the heat loss to 400 W/m?? The inside furnace wall temperature is 1573 K, the 
ambient air adjacent to the furnace exterior is at 293 K and the natural convection heat 
transfer coefficient at the exterior surface is given by hp = 3.0AT°”> W/m? K, where AT 
is the temperature difference between the surface and the ambient air. Thermal conduc- 
tivity of firebrick = 1.5 W/m K. Thermal conductivity of insulating brick = 0.4 W/m K. 
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Solution 
The conduction through the firebrick is given by: 
Q = 400 = (1.5 x 1.0/0.2)(1573 — T2) (equation 9.12) 
and T>, the temperature at the firebrick/insulating brick interface, is: 
T = 1579.7 K. 

For the natural convection to the surroundings: 

Q =h,A(T3 — Ta) 
or: 400 = 3.0A T°” x 1.0(T3 — 293) 
but (T3 — 293) = AT and: 

400 = 3.0A T!” 

AT = 133.3°% = 50.1 deg K 


and the temperature at the outer surface of the insulating brick, T3 = (293 + 50.1) = 
343.1 K. Thus, applying equation 9.12 to the insulating brick: 


400 = (0.4 x 1.0/x)(1519.7 — 343.1) 


and the thickness of the brick, x = 1.18 m 


PROBLEM 9.73 


2.8 kg/s of organic liquid of specific heat capacity 2.5 kJ/kg K is cooled in a heat 
exchanger from 363 to 313 K using water whose temperature rises from 293 to 318 K 
flowing countercurrently. After maintenance, the pipework is wrongly connected so that 
the two streams, flowing at the same rates as previously, are now in co-current flow. 
On the assumption that overall heat transfer coefficient is unaffected, show that the new 
outlet temperatures of the organic liquid and the water will be 320.6 K and 314.5 K, 
respectively. 


Solution 
i) Countercurrent flow 
Heat load, Q = (2.8 x 2.5)(363 — 313) = 350 kW 
*, water flow = 350/4.18(318 — 293) = 3.35 kg/s 


AT, = (363 — 318) = 35 deg K, AT = (313 — 293) = 20 deg K 
and, from equation 9.9, AT m = (45 — 20)/1n(45/20) = 30.83 deg K. 
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From equation 9.1: 350 = UA x 30.83 
and: UA = 11.35 kW/K. 


wa 


ii) Co-current flow 


Heat load, Q = (2.8 x 2.5)(363 — T) = 7.0(363 — T) kW for the organic 
and for the water, Q = (3.35 x 4.18)(7’ — 293) = 14.0(T’) kw 
where T and T’ are the outlet temperatures of the organic and water respectively. 


(363 — T) = (14.0/7.0)(T’ — 293) 
and: T’ = (474.5 — 0.5T) K. 
AT, = (363 — 293) = 70deg K, AT> = (T —T’) 


and from equation 9.9, AT, = 70 — (T — T')/ In[70/(T — T’)] deg K. 
In equation 9.1: 


70(360 — T) = 11.35(70 — T + T’)/ ln[70/(T — T’)] 
7.0(360 — T) = 11.35(70 — T + 474.5 — 0.5T)/ In[70/(T — 474.5 + 0.5T)] 
or: 0.617(360 — T) = (544.5 — 1.5T)/In[70/(1.5T — 474.5)] 


Solving by trial and error, T = 319.8 K which is very close to the value suggested, 


320.6 K. 
.. The outlet temperature of the water is: 





T’ = 474.5 — (0.5 x 319.8) = 314.6 K 


which agrees almost exactly with the given value. 
Thus for co-current flow: Q = 7.0(363 — 319.8) = 302.4 kW 


AT, = 70deg K (as before), AT2 = (319.8 — 314.6) = 5.2 deg K 


and from equation 9.9, AT, = (70 — 5.2)/1In(70/5.2) = 24.92 deg K 
.. in equation 9.1: 302.4 = UA x 24.92 


and: UA = 12.10 kW/K 


which is in relatively close agreement with the counter-current value. 


PROBLEM 9.74 


An organic liquid is cooled from 353 to 328 K in a single-pass heat exchanger. When the 
cooling water of initial temperature 288 K flows countercurrently its outlet temperature 
is 333 K. With the water flowing co-currently, its feed rate has to be increased in order 
to give the same outlet temperature for the organic liquid, the new outlet temperature of 
the water is 313 K. When the cooling water is flowing countercurrently, the film heat 
transfer coefficient for the water is 600 W/m? K. 
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What is the coefficient for the water when the exchanger is operating with cocurrent 
flow if its value is proportional to the 0.8 power of the water velocity? 

Calculate the film coefficient from the organic liquid, on the assumptions that it remains 
unchanged, and that heat transfer resistances other than those attributable to the two liquids 
may be neglected. 


Solution 
i) For countercurrent flow: 
AT, = (353 — 333) = 20 deg K and AT) = (328 — 288) = 40 deg K. 


.. From equation 9.9: AT,, = (40 — 20)/In(40/20) = 28.85 deg K. 
ii) For co-current flow: 


AT = (353 — 288) = 65degK and AT = (328 — 313) = 15 deg K. 
AT m = (65 — 15)/1n(65/15) = 34.1 deg K. 


Taking countercurrent flow as state | and co-current flow as state 2, then, in 
equation 9.1: 


Q = U,|AAT,, = U2AAT m 
or: U,/U2 = (28.85/34.1) = 0.846 (i) 
The water velocity, u x 1/AT, where AT is the rise in temperature of the water, 
or: u = K/AT where K is a constant. 
uy /u2 = AT2/AT, = (313 — 288)/(333 — 288) = 0.556. 

But: h; x u°® or: h; = k'u?’ 
Thus: hi, /hi, = (u1 /u2)° = (0.556)°* = 0.625 

600/h;, = 0.625 and h;, = 960 W/m? K. 


From equation 9.201, ignoring scale and wall resistances: 
1/U = 1/ho + 1/hi 
1/U; = 1/h, + 1/600 and U; = 600h,/(600 + ho) 
and 1/U2 = 1/h, + 1/960 and U2 = 960h,/(960 + ho) 
U,/U2 = (600/960)(960 + ho)/ (600 + ho) = 0.846 (from (i)) 
0.625(960 + ho) = 0.846(600 + ho) and ho = 417 W/m? K. 


PROBLEM 9.75 


A reaction vessel is heated by steam at 393 K supplied to a coil immersed in the liquid 
in the tank. It takes 1800 s to heat the contents from 293 K to 373 K when the outside 
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temperature is 293 K. When the outside and initial temperatures are only 278 K, it takes 
2700 s to heat the contents to 373 K. The area of the steam coil is 2.5 m? and of the 
external surface is 40 m7”. If the overall heat transfer coefficient from the coil to the liquid 
in the vessel is 400 W/m? K, show that the overall coefficient for transfer from the vessel 
to the surroundings is about 5 W/m? K. 


Solution 


Using the argument in Section 9.8.3, the net rate of heating is given by: 
mC, dT /dt = U.A,(T; — T) — U,A,(T — To) 


where U, and U, are the overall coefficients from the coil and the outside of the vessel 
respectively, A, and A, are the areas of the coil and the outside of the vessel and 7,, T 
and T, are the temperature of the steam, the contents and the surroundings respectively. 
Writing U.A, = a and U,A, = b: 

mC, dT /dt = a(393 — T) — b(T — Ta) = 393a + bT, — (a+ b)T 
Integrating: t = (mC,/(a + b)) [In(1/[393a + bT — (a + b)T)]] s 


= (mC,/(a + b))In[(a(393 — Ta)/ (20a — 373b + bT4)] s 


When T, = 293 K: 1800 = (mC,/(a + b)) In{(100a)/(20a — 80b)] (i) 
When Ta = 278 K: 2700 = (mC, /(a + b)) In{(115a)/(20a — 95b)] (ii) 
Dividing (i) by Gi): 0.667 = In[Sa/(a — 4b)]/ In[23a/(4a — 19b)] (iii) 


But U, = 400 W/m? K, A, = 2.5 m? and hence: 
a = UA: = 1000 W/K or 1 kW/K. 


Substituting in (iii): 1.5 = In[23/(4 — 19b)]/ In[5/(1 — 4b)] 
Solving by trial and error: b = 0.2 kW/K or 200 W/K. 


(U, x 40) = 200 and U, = (200/40) = 5 W/m? K. 


PROBLEM 9.76 


Steam at 403 K is supplied through a pipe of 25 mm outside diameter. Calculate the 
heat loss per metre to surroundings at 293 K, on the assumption that there is a negligible 
drop in temperature through the wall of the pipe. The heat transfer coefficient h from the 
outside of the pipe of the surroundings is given by: 


h = 1.22(AT/d)°> W/m? K 


where d is the outside diameter of the pipe (m) and AT is the temperature difference 
(deg K) between the surface and surroundings. 
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The pipe is then lagged with a 50 mm thickness of lagging of thermal conductivity 
0.1 W/m K. If the outside heat transfer coefficient is given by the same equation as for 
the bare pipe, by what factor is the heat loss reduced? 


Solution 


For 1 m length of pipe: surface area = zdl = 2(25/1000) x 1.0 = 0.0785 m? 


With a negligible temperature drop through the wall, the wall is at the steam temperature, 
403 K, and AT = (403 — 293) = 110deg K. 


Thus, the coefficient of heat transfer from the pipe to the surroundings is: 
h = 1.22[110/(25/1000)]°”> = 9.94 W/m? K. 
and the heat loss: Q = hA(T,, — T;) 
= (9.94 x 0.0785)(403 — 293) = 85.8 W/m 


With the lagging: 
Q =kQzrryl)(T, — T2)/(r2 — r1) (equation 9.22) 
In this case: k = 0.1 W/mK, Tı = 403 K and T3 is the temperature at the surface of the 
lagging. 
rı = (25/1000)/2 = 0.0125 m 
r2 = 0.0125 + (50/1000) = 0.0625 m 
and: rm = (0.0625 — 0.0125)/ In(0.0625/0.0125) = 0.0311 m 
Thus: Q = (0.1 x 2x x 0.0311 x 1)(403 — T2)/ (0.0625 — 0.0125) = 0.391 (403 — T2)(i) 
But: Q = 1.22[(T2 — 293)/(2 x 0.0625)]°*> (x x 2 x 0.0625 x 1)(T2 — 293) 
= 0.806(T2 — 293)! (ii) 


From (i) and (ii): 
0.391(403 — T2) = 0.806(T> — 293)! 


Solving by trial and error: T2 = 313.5 K 


and hence: 

Q = 0.39/(403 — 313.5) = 35.0 W/m, 
a reduction of: (85.8 — 35.0) = 50.8 W/m 
or: (50.8 x 100/85.8) = 39.2% 


PROBLEM 9.77 


A vessel contains 1 tonne of liquid of specific heat capacity 4.0 kJ/kg K. It is heated 
by steam at 393 K which is fed to a coil immersed in the liquid and heat is lost to the 
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surroundings at 293 K from the outside of the vessel. How long does it take to heat the 
liquid from 293 to 353 K and what is the maximum temperature to which the liquid can 
be heated? When the liquid temperature has reached 353 K, the steam supply is turned off 
for two hours and the vessel cools. How long will it take to reheat the material to 353 K? 
Coil: Area 0.5 m°. Overall heat transfer coefficient to liquid, 600 W/m? K. Outside of 
vessel: Area 6 m°. Heat transfer coefficient to surroundings, 10 W/m? K. 


Solution 


If T K is the temperature of the liquid at time ¢ s, then the net rate of heat input to the 
vessel, UcAc(Ts — T) — UsAs(T — Ta) = mC, dT /dt W 


where the coefficient at the coil, U. = 600 W/m? K, the coefficient at the outside of 
the vessel, U, = 10 W/m? K, the areas are: coil, Ae = 0.5 m?, vessel, A, = 6.0 m2, 
the temperatures are: steam, T, = 393 K, ambient, Ta = 293 K, the mass of liquid, 
m = 1000 kg and the specific heat capacity, C, = 4.0 kJ/kg K or 4000 J/kg K. 


Thus: (1000 x 4000)d7/dt = (600 x 0.5)(393 — T) — (10 x 6)(T — 293) 
and: 11,111 dT/dt = 376.3 — T (i) 
T2 
t= ma f dT/(376.3 — T) = 11,111 In[(376.3 — T1)/(376.3 — T2)] (ii) 
T 


1 
When Tı = 293 K and T? = 353 K then: t = 11,111 In(83.3/23.3) = 14,155 s (3.93 h) 
The maximum temperature to which the liquid can be heated is obtained by putting 
dT/dt = 0 in (i) to give: T = 376.3 K. 
During the time the steam is turned off (for a period of 7200 s) a heat balance gives: 
mC, dT /dt = —U;A,(T — Ta) 
or: (1000 x 4000)dT/dt = —(10 x 6)(T — 293) 


66,700 dT /dt = (293 — T) 


T 7200 
Integrating: | d7/(293 —T) = 0.000015 f dt 
353 0 


In((293 — 353)/(293 — T)) = (0.000015 x 7200) = 0.108 and T = 346.9 K. 


The time taken to reheat the liquid to 353 K is then given by (ii): 


353 
j= ma f dT /(376.3 — T) 
346.9 


= 11,111 In[(376.3 — 346.9)/(376.3 — 353)] = 2584 s (0.72 h) 


PROBLEM 9.78 


A bare thermocouple is used to measure the temperature of a gas flowing through a hot 
pipe. The heat transfer coefficient between the gas and the thermocouple is proportional 
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to the 0.8 power of the gas velocity and the heat transfer by radiation from the walls to 


the thermocouple is proportional to the temperature difference. 


When the gas is flowing at 5 m/s the thermocouple reads 323 K. When it is flowing 
at 10 m/s it reads 313 K, and when it is flowing at 15.0 m/s it reads 309 K. Show that 
the gas temperature is about 298 K and calculate the approximate wall temperature. What 


temperature will the thermocouple indicate when the gas velocity is 20 m/s? 


Solution 


If the gas and thermocouple temperatures are T, and Tg respectively, then the rate of 


heat transfer from the thermocouple to the gas: 
Qi = Ku’? (T, —T) 


where K is a constant and u the gas velocity. 
Similarly, the rate of heat transfer from the walls to the thermocouple is: 


Qo =k (Ty —T) W 
where k’ is a constant and T„ is the wall temperature. 
At equilibrium: Qı = Q and u?’ = (k’/k\(T,, — T)/(T — Tg) 
When u = 5 m/s, T = 323 K and in (iii): 
50-8 = (K /kX(Tw — 323)/(323 — T,) = 3.624 
(k'/k) = 3.624(323 — T,)/(Tw — 323) 
When u = 10 m/s, T = 313 K and in (ili): 
10° = (kK /k)\(Ty — 313)/13 — T¿) = 6.31 
Substituting for (k’/k) from (iv): 
6.31 = 3.624(323 —T,)(T,, — 313)/[(1,, — 323)(313 — T,)] 
When u = 15 m/s, T = 309 K and in (iii): 
15° = (k’/k)(Ty — 309)/(309 — T,) = 8.73 
Substituting for (k’/k) from (iv): 
8.73 = 3.624(323 — T,)(Ty — 309)/[(Ty — 323)(309 — T;)] 
If T; = 298 K, then in (v): 
1.741 = [(323 — 298)(T,, — 313)]/[(Ty — 323)(313 — 298)] 
or: (Ty — 313)/(Tw — 323) = 1.045 and T, = 533 K. 


(i) 


GD 


(iii) 


(iv) 


(v) 


(vi 


If T; = 298 K, then in (vi): 2.409 = (323 — 298)(Tw — 309)/[(Tw — 323)(309 — 298)] 


or: (Ty, — 309)/(T — 323) = 1.060 and T, = 556 K 
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This result agrees fairly well and a mean value of Ty = 545 K is indicated. 


In equation (iv): (k/k) = 3.624(323 — 298)/(545 — 323) = 0.408 
<. in equation (iii) u? = 0.408(545 — T)/(T — 298) 
When u = 20 m/s: 10.99 = 0.408(545 — T)/(T — 298) and T = 306.8 K. 


PROBLEM 9.79 


A hydrocarbon oil of density 950 kg/m? and specific heat capacity 2.5 kJ/kg K is cooled in 
a heat exchanger from 363 to 313 K by water flowing countercurrently. The temperature 
of the water rises from 293 to 323 K. If the flowrate of the hydrocarbon is 0.56 kg/s, 
what is the required flowrate of water? 

After plant modifications, the heat exchanger is incorrectly connected so that the two 
streams are in co-current flow. What are the new outlet temperatures of hydrocarbon and 
water, if the overall heat transfer coefficient is unchanged? 


Solution 


Heat lost by the oil = 0.56 x 2.5(363 — 313) = 70.0 kW 
For a flow of water of G kg/s, heat gained by the water is: 


70.0 = (G x 4.18)(323 — 293) and G = 0.56 kg/s 


i) For countercurrent flow: 
AT, = (363 — 323) = 40 deg K, AT2 = (313 — 293) = 20 deg K 
and from equation 9.9: 
AT m = (40 — 20)/ In(40/20) = 28.85 deg K 
In equation 9.1: 
70.0 = UA x 28.85 and UA = 2.43 kW/K. 


ii) For co-current flow: 
If To and 7,, are the outlet temperature of the oil and water respectively, the heat 


load is: 
Q = (0.56 x 2.5)(363 — To) = (0.56 x 4.18)(T,, — 293) (i) 
508.2 — 1.47, = 2.34T,, — 685.9 
and: Ty = 510.3 — 0.607, (ii) 


AT, = (363 — 293) = 70 K 
AT, = (T, —Tw) = (T, — 510.3 + 0.60T,) = (1.607, — 510.3) K 
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and in equation 9.9: ATm = (70 — 1.607, + 510.3)/In[70/(1.60T, — 510.3)] 
= (580.3 — 1.60T,)/In[70/1.607, — 510.3)] deg K 
and: (508.2 — 1.4T,) = 2.43(580.3 — 1.607,)/ In[70/(1.607, — 510.3)] 
(508.2 — 1.47,) = 2.126(508.2 — 1.407,)/ In[70/(1.607, — 510.3)] 
70/(1.60T, — 510.3) = e?! = 8.38 and T, = 324.2 K. 





and in equation7(i}= 510.3 — (0.60 x 324.2) = 315.8 K. 


PROBLEM 9.80 


A reaction mixture is heated in a vessel fitted with an agitator and a steam coil of area 
10 m? fed with steam at 393 K. The heat capacity of the system is equal to that of 
500 kg of water. The overall coefficient of heat transfer from the vessel of area 5 m? 
is 10 W/m? K. It takes 1800 s to heat the contents from ambient temperature of 293 to 
333 K. How long will it take to heat the system to 363 K and what is the maximum 
temperature which can be reached? Specific heat capacity of water = 4200 J/kgK. 


Solution 


Following the argument of Problem 9.77 and taking ambient temperature as the initial 
temperature of the mixture, 293 K, then: 


net rate of heating= (500 x 4200)d7T/dt = Ue x 10(393 — T) — (10 x 5)(T — 293) W 
2,100,000 dT /dt = 3930U,. — 10U.T — 50T + 14,650 
= (3930U,. + 14,650) — (10U, + 50)T. 
(2,100,000/(10U,. + 50))dT /dt = ((3930U. + 14,650)/(10U, + 50)) — T. 


t = [2,100,000/(10U,. + 50)] fs dT/[(3930U. + 14,650)/(10U, + 50) — T] 


In heating from 293 to 333 K, the time taken is 1800 s and: 


1800 = [2,100,000/(10U,. + 50)] In{[(3930U. + 14,650)/(10U,, + 50) — 293]/ 
[(3930U,. + 14,650)/(10U,. + 50) — 333]} 
Solving by trial and error: U, = 61.0 W/m? K. 
Thus, net rate of heating is: 
2,100,000 dT /dt = (61.0 x 10)(393 — T) — (10 x 5)(T — 293) = 254,380 — 660 T W 


or: 3182 d7/dt = 385.4 — T W (1) 


363 


' time for heating, t = 3182 f dT/(385.4 — T) 
293 


= 3182 In[(385.4 — 293)/ (385.4 — 363)] = 3182 In(92.4/22.4) = 4509 s (1.25 h) 


HEAT TRANSFER 213 


The maximum temperature which can be attained is obtained by putting dT /dt = 0 in (i) 
which gives: 
Tmax = 385.5 K. 


PROBLEM 9.81 


A pipe, 50 mm outside diameter, is carrying steam at 413 K and the coefficient of heat 
transfer from its outer surface to the surroundings at 288 K is 10 W/m? K. What is the 
heat loss per unit length? 

It is desired to add lagging of thermal conductivity 0.03 W/m K as a thick layer to 
the outside of the pipe in order to cut heat losses by 90%. If the heat transfer from the 
outside surface of the lagging is 5 W/m? K, what thickness of lagging is required? 


Solution 


Outside area of pipe: zdl = (50/1000) x 1.0 = 0.157 m?/m. Assuming the pipe wall 
is at the temperature of the steam, that is the resistance of the wall is negligible, then the 
heat loss is: 


Q=hA(T,, — Ta) = (10 x 0.157)(413 — 288) = 196 W/m 
With the addition of lagging of thickness, x mm, the required heat flow is 19.6 W/m 
The diameter of the lagging = (50 + 2x)/1000 m 


and the surface area of the lagging = [7(50 + 2x)/1000] x 1.0 
= (0.157 + 0.00628x) m? /m. 


The heat transferred to the surroundings, 
19.6 = 5(0.157 + 0.00628x)(T2 — 288) W 
and: T2 = (49.14 + 1.809x)/(0.157 + 0.00628x) K (i) 
For conduction through the lagging: 
Q =k2ar,l)(T, — T2)/(r — r1) W (equation 9.22) 


where Q = 19.6 W/m, k = 0.03 W/mK, / = 1.0 m and the steam temperature, Tı = 
413 K. 


rı = 25 mm or 0.025 m, 
r2 = (25 + x) mm or (25 + x)/1000 = (0.025 + 0.001x) m 
rm = (0.025 + 0.001x — 0.025)/ In[ (0.025 + 0.001x)/0.025] 
= 0.001x/In(1 + 0.04x) m 
Thus, in equation 9.22: 
19.6 = 0.03 (27x (0.001x/ In (1 + 0.04x)) x 1.0(413 — T2)/(0.025 + 0.001x — 0.025) 
103,981 = [x/In(1 + 0.04x)](413 — T2)/0.001x 
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Substituting for T2 from (i): 
104 = [413 — (49.14 + 1.809x)/(0.157 + 0.00628x)]/ In(1 + 0.04x) 


Solving by trial and error, x = 52.5 mm. 


PROBLEM 9.82 


It takes 1800 s (0.5 h) to heat a tank of liquid from 293 to 323 K using steam supplied to 
an immersed coil when the steam temperature is 383 K. How long will it take when the 
steam temperature is raised to 393 K? The overall heat transfer coefficient from the steam 
coil to the tank is 10 times the coefficient from the tank to surroundings at a temperature 
of 293 K, and the area of the steam coil is equal to the outside area of the tank. 


Solution 
Using the argument in Problem 9.77, 
mC, dT/dt = UcAc(Ts — T) — UsAs(T — Ta) 
In this case, Ts = 383 K, Ta = 293 K, Us = U,/10 and A, = As = A (say). 
mC, dT /dt = U-A;(383 — T) — (U-A¢/10)(T — 293) 
(U-Ac/mC, )dt = dT /(412.3 — 1.1T) 
On integration: 


323 


323 
UAM = f dT/(412.3 — 1.1T) = (1/1.1) [In(1/(412.3 — 1.1T)] 333 
293 


Since it takes 1800 s to heat the liquid from 293 to 333 K, then: 
1800(U,A,/mC,) = 0.909 In[ (412.3 — (1.1 x 293)]/[412.3 — (1.1 x 323)] 
= 0.909 In(90/57) 
and: (U.Ac/mC,) = 0.00023071 s™' 


On increasing the steam temperature to 393 K, 


Heat transferred from the steam = U cAc (393 — T) W 
Heat lost to the surroundings = (U,A,/10)(T — 293) W 


and: mC, dT /dt = U,A,(393 — T) — (0.1UA,)(T — 293) W 
dT /(422.3 — 1.17) = (U-A-/mC, )dt = 0.0002307 dt 
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On integration: 


323 


0.0002307t -| dT /(422.3 — 1.17) = (1/1.1)[n(1/(422.3 — 1.17) 1593 
293 


Thus, on heating from 293 to 323 K: 


0.0002307t = 0.909 In{[422.3 — (1.1 x 293)]/[422.3 — (1.1 x 323)]} = 0.909 In(100/67) 
and: t= 1578 s (0.44h) 


PROBLEM 9.83 


A thermometer is situated in a duct in an air stream which is at a constant temperature. 
The reading varies with the gas flowrate as follows: 


air velocity (m/s) thermometer reading (K) 
6.1 553 
7.6 543 
12.2 533 


The wall of the duct and the gas stream are at somewhat different temperatures. If the 
heat transfer coefficient for radiant heat transfer from the wall to the thermometer remains 
constant, and the heat transfer coefficient between the gas stream and thermometer is 
proportional to the 0.8 power of the velocity, what is the true temperature of the air 
stream? Neglect any other forms of heat transfer. 


Solution 


As with Problem 9.78, a heat balance on the thermometer gives: h,(T, —T) 
=h,(T —T,) where h, and hg are the coefficients for radiant heat transfer from the 
wall and for convection to the gas respectively and Tẹ, T and T, are the temperatures of 
the wall, thermometer and gas, respectively, above a datum of 533 K. 


When u = 12.2 m/s, hy (Tw — 0) = h; (0+ Tg) (i) 

When u = 7.6 m/s, since hg x u”, hy (Ty — 10) = hg(7.6/12.2)°8(-10 +T) (ii) 

When u = 6.1 m/s, hy (Ty — 20) = A, (6.1/12.2)°8(—20 + T,) (iii) 
Dividing equation (i) by equation (ii): Tw/(Tw — 10) = (12.2/7.6)°°7,/(T, — 10) 

= 1.467, /(T, — 10) (iv) 

and dividing equation (i) by equation (iii): T,,/(Ty, — 20) = (12.2/6.1)" TF, — 20) 

= 1.741T,/(T, — 20) (v) 
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From (v): (TwTg — 20Ty) = 1.7417T,T, — 34.82T, 
Ty, = 34.82T,/(20 + 0.741T,) K (vi) 
Substituting for Tẹ, from (vi) into (iv): 
34.827 ./(27.4T  — 200) = 1.467 ,/(T, — 10) and T = —11.20 K 


and hence, the temperature of the gas is (533 — 11.2) = 521.8 K. 


SECTION 10 


Mass Transfer 


PROBLEM 10.1 


Ammonia gas is diffusing at a constant rate through a layer of stagnant air 1 mm thick. 
Conditions are fixed so that the gas contains 50% by volume of ammonia at one boundary 
of the stagnant layer. The ammonia diffusing to the other boundary is quickly absorbed 
and the concentration is negligible at that plane. The temperature is 295 K and the pressure 
atmospheric, and under these conditions the diffusivity of ammonia in air is 0.18 cm?/s. 
Calculate the rate of diffusion of ammonia through the layer. 


Solution 
See Volume 1, Example 10.1. 


PROBLEM 10.2 


A simple rectifying column consists of a tube arranged vertically and supplied at the 
bottom with a mixture of benzene and toluene as vapour. At the top, a condenser returns 
some of the product as a reflux which flows in a thin film down the inner wall of the 
tube. The tube is insulated and heat losses can be neglected. At one point in the column, 
the vapour contains 70 mol% benzene and the adjacent liquid reflux contains 59 mol% 
benzene. The temperature at this point is 365 K. Assuming the diffusional resistance 
to vapour transfer to be equivalent to the diffusional resistance of a stagnant vapour 
layer 0.2 mm thick, calculate the rate of interchange of benzene and toluene between 
vapour and liquid. The molar latent heats of the two materials can be taken as equal. The 
vapour pressure of toluene at 365 K is 54.0 kN/m? and the diffusivity of the vapours is 
0.051 cm?/s. 


Solution 


In this solution, subscripts 1 and 2 refer to the liquid surface and vapour side of the 
stagnant layer respectively and subscripts B and T refer to benzene and toluene. 

If the latent heats are equal and there are no heat losses, there is no net change of phase 
across the stagnant layer. 

This is an example of equimolecular counter diffusion and: 


Na = —D(Pa2 — Pai)/RTL (equation 10.23) 


where L = thickness of the stagnant layer = 0.2 mm = 0.0002 m. 
217 
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As the vapour pressure of toluene = 54 kN/m?, the partial pressure of toluene from 
Raoult’s law = (1 — 0.59) x 54 = 22.14 kN/m? = Pr and: 


Pr = (1 — 0.70) x 101.3 = 30.39 kN/m? 
For toluene: Nr = —(0.051 x 1074)(30.39 — 22.14)/(8.314 x 365 x 0.0002) 
= —6.93 x 1075 kmol/m’s 


For benzene: Pg, = 101.3 — 22.14 = 79.16 kN/m? 
Pp = 101.3 — 30.39 = 70.91 KN/m? 


Hence, for benzene: Ng = —(0.051 x 10~*)(70.91 — 79.16)/(8.314 x 365 x 0.0002) 
= 6.93 x 1075 kmol/m?s 


Thus the rate of interchange of benzene and toluene is equal but opposite in direction. 


PROBLEM 10.3 


By what percentage would the rate of absorption be increased or decreased by increasing 
the total pressure from 100 to 200 kN/m? in the following cases? 


(a) The absorption of ammonia from a mixture of ammonia and air containing 10% of 
ammonia by volume, using pure water as solvent. Assume that all the resistance 
to mass transfer lies within the gas phase. 

(b) The same conditions as (a) but the absorbing solution exerts a partial vapour pres- 
sure of ammonia of 5 kN/m”. 


The diffusivity can be assumed to be inversely proportional to the absolute pressure. 


Solution 
(a) The rates of diffusion for the two pressures are given by: 
Na = —(D/RTL)(P/Ppy)(Pa2 => Pay) (equation 10.34) 


where subscripts 1 and 2 refer to water and air side of the layer respectively and subscripts 
A and B refer to ammonia and air. 


Thus: Pa = (0.10 x 100) = 10 KN/m?° and P41 = 0 KN/m? 
Pp = (100 — 10) = 90 kN/m? and Pg, = 100 kN/m? 
Pay = (100 — 90)/ In(100/90) = 94.91 kN/m? 
P/Pgy = (100/94.91) = 1.054 
Hence: N, = —(D/RTL)1.054(10 — 0) = —10.54D/RTL 
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If the pressure is doubled to 200 kN/m’, the diffusivity is halved to 0.5D (from 
equation 10.18) and: 
Pao = (0.1 x 200) = 20 kN/m? and P41 = 0 kN/m? 
Pp = (200 — 20) = 180 kN/m? and Pg, = 200 kN/m? 
Pgy = (200 — 180)/In(200/180) = 189.82 kN/m? 
P/Pgm = (200/189.82) = 1.054 i.e. unchanged 


Hence: N4 = —(0.5D/RTL)1.054(20 — 0) = —10.54D/RTL, that is the rate is 
unchanged 


(b) If the absorbing solution now exerts a partial vapour pressure of ammonia of 
5 kN/m’, then at a total pressure of 100 kN/m’: 


P49 = 10 kN/m? and P41 = 5 KN/m? 
Pp = 90 kN/m? and Pg; = 95 kN/m? 
Pay = (95 — 90)/1n(95/90) = 92.48 kN/m? 
P/Pgy = (100/92.48) = 1.081 
Na = —(D/RTL) x 1.081(10 — 5) = —5.406D/RTL 
At 200 kN/m”, the diffusivity = 0.5D and: 
Paz = 20 kN/m? and P41 = 5 kN/m? 
Pp = 180 kN/m? and Pp, = 195 KN/m? 
Ppy = (195 — 180)/In(195/180) = 187.4 kN/m? 
P/Pey = 1.067 
N, = —(0.5D/RTL)1.067(20 — 5) = —8.0D/RTL 
Thus the rate of diffusion has been increased by 100(8 — 5.406)/5.406 = 48%. 


PROBLEM 10.4 


In the Danckwerts’ model of mass transfer it is assumed that the fractional rate of surface 
renewal s is constant and independent of surface age. Under such conditions the expression 
for the surface age distribution function is se™*. 

If the fractional rate of surface renewal were proportional to surface age (say s = bt, 
where b is a constant), show that the surface age distribution function would then assume 
the form: 

2b/r) e2 


Solution 
From equation 10.117: f(t) = sft) = 0 
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In this problem: s = bt and e2”/2#(t) = constant = k 
f(t) = ke"? 


The total area of surface considered is unity and: 


[ toa 
0 


CO 
n ke? dt = 1 
0 


and by substitution as in equation 10.120: 
k(/2b)?? = 1 
k = (2b/m)°5 and f(t) = (2b/m)!/2e-”/2 


PROBLEM 10.5 


By consideration of the appropriate element of a sphere show that the general equation 
for molecular diffusion in a stationary medium and in the absence of a chemical reaction 
is: 





OC, At & 1 Ca, 1 aC, 20C4 cotp =) 
ot Ər? r? Ə? r?2 sin® B ə r Or rT? op 


where C4 is the concentration of the diffusing substance, D the molecular diffusivity, t 
the time, and r, 6, ¢ are spherical polar coordinates, 6 being the latitude angle. 


Solution 


The basic equation for unsteady state mass transfer is: 


ac 3C aC aC 
wane), * ae). Ge) 
ot ax j yz 3YE J zx Oe J xy 
This equation may be transformed into other systems of orthogonal coordinates, the most 


useful being the spherical polar system. (Carslaw and Jaeger, Conduction of Heat in Solids, 
gives details of the transformation.) When the operation is performed: 











(equation 10.67) (i) 





x = r sin f cos ġ 
y =r sin f sin ġ 
z=rcosß 


and the equation for C4 becomes: 


Ca _ D e) $ 











oP Lar ðr 


1 3 /. .0C4 1 Ca, as 
aaa) tape | 
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which may be written as: 
Ci =p |= 2 0C4 1 6 (a- =) + 1 aC 


at ðr? ror r ðu Lae r(1 — p22) — u?) ag? a Gn) 
where: u = cos f. 





























Gv) 
In this problem 3C4/ðt is given by: 
ac Ca 12C 1 C4, 28C, cotf ac 
p| = F2 i 7) Sade om) Wy) 
ot or r? op r? sine B od r or r? op 
Comparing equations (iii) and (v) is necessary to prove that: 
1a (a 7 wet) a 1 ee OF a 12C eo aC q ot CA 
r? ðu r?(1— u?) ag? r? Ə? r?sin?ß AG? r? əş 


u = cos £, 1 — u? = 1 — cos? B = sin? B 


1 #Ca_ 1 #C, 


r2(1 — u?) 3$? 2 sin? B AG? 


It now becomes necessary to prove that: 











10°C, cot B OC, E 1 ə (a 24) 


r? op? r? əb rau ðu wy 

From equation (iv): u = cos B 
op /0B = — sin B (vil) 
and: 3 u/ə3ß? = — cos B (viii) 





1 ə ac 1 ə dC4 3p \ Op 
2 (a u’) £) = (a naie ) 
r? ðu ðu r? 0p op du) ðu 
Substituting from equation (iv) for u from equation (vii) for 0B/du gives: 
1 ə ac 1 1 1 ə ac 1 
=z ( d — cos? p)— aera (ne aa 
r ap ap —sinB/ —sinf r* dp ap / —sinB 
1 PCa ðC 1 1 C t6 IC 
=$ |-sng A y Ain cos) BOVE’ 


r? ape ap -mp Pop r OB 























PROBLEM 10.6 


Prove that for equimolecular counter diffusion from a sphere to a surrounding stationary, 
infinite medium, the Sherwood number based on the diameter of the sphere is equal to 2. 
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Solution 


If the particle has a radius r, and is surrounded by a spherical shell of radius s then, 
Moles per unit time diffusing through the shell, M is given by: 


dc 
M = 4x? (-o%*) 
ds 
At steady state, M is constant and: 


s2 ds Cay 
M J — = 4n(-D) dC, 
s S 


Cay 


1 1 
M (+ -— =) = 4nD(C4, — Cay) 
S1 S2 


If Ca, is the concentration at sı = r and C4, is the concentration at s2 = oo, then: 
M/r = 4nD(—ACa,) 


M M 

The mass transfer coefficient: hg = —————- = ——.—_—— 

A(—ACa) 4nr(—ACa) 
hp4ar*(—AC,4)/r = 42D(—AC) 
hp = D/r = 2D/d 


hpd/D = Sh=2 


PROBLEM 10.7 


Show that the concentration profile for unsteady-state diffusion into a bounded medium 
of thickness L, when the concentration at the interface is suddenly raised to a constant 
value C4; and kept constant at the initial value of C4, at the other boundary is: 


Ca—Ca | ee ee 
se N ` } 7-2 S a 
Cai = Cao Sa L . x n=1 n en 1% Dt/L )sin(nzz/L) . 


Assume the solution to be the sum of the solution for infinite time (steady-state part) and 
the solution of a second unsteady-state part, which simplifies the boundary conditions for 
the second part. 


Solution 


The system is shown in Fig. 10a. 
The boundary conditions are: 


At time, t=0 Cyg=Ca. O<y<L 
t>0 Ca= Cai y=0 
t>0 Cx = Gio y=L 
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Cai 


Concentration 


Figure 10a. 
Replacing Ca; by C and C4 by C’ where: Cy = C’ + Cao and Cai = Ci + Cao, then 
using these new variables: 
At t=0 C’=0 O<y<L 
t>0 C=C, y=0 
t>0 C=0 y=L 
The problem states that the solution of the one dimensional diffusion equation is: 
[0.0] 
C’ = (steady state solution) + Y exp(—n?27Dt/L”)Ay sin(nzy/L) 
0 


where the steady state solution = Ci — C; y/L. 
(A derivation of the analogous equation for heat transfer may be found in Conduction 
of Heat in Solids by H. S. Carslaw and J. C. Jaeger, Oxford, 1960.) 


2 L 
An = T | (initial concentration profile—steady state) sin(nzy/L) dy 
0 


2 L 
= =f [0 + (C;y/L) — Ci] sin(nzy/L) dy 
0 


= —2C;/nmz (this proof is given at the end of this problem). 





20 el 
Hence: C' = C; — Chy/L— = X = exp(—n?n Dt/L’) sin(nzy/L) 
T a0 
y 21 99 De 
C=C,+(Ci-C,)l1 S — exp(=n°n’ Dt/L?) sin(nry/L) 
IT a0 n 


L 
An = =f [(Ciy/L) — Cil sin(nxy/L) dy 
0 
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/ 1 


IO fie ICi of 
= i ysin(nzy/L) dy — | sin(ny/L) dy 
[> L Jo 


-a o-#f © 
[oo [2 cos 2] + [ Zi c0s ay 


Putting u = y, du = dy 
































: L nity 
and: dv = sin(nzry/L)dy, v= —— cos — 
ni L 
L L L L? L 
[ o= (Zoos) +( sin 2) 
0 nw L Jo n?n? L Jo 
L2 L2 L2 
= —— cosnn + = z sinnaz = ——(—1)" 
T 
i L 3 L L 
[ o= (Go) = —— cosna + — 
0 nT L Jo nT nT 
= —— cosn mt + — 
L n 
=-—(-1)" + 
nit nn 
_ 2C; 2C; 2C; L? 2C; L : L 
An = 0-705 (E D") (E w+) 
nm nm 
ae: 


PROBLEM 10.8 


Show that under the conditions specified in Problem 10.7 and assuming the Higbie model 
of surface renewal, the average mass flux at the interface is given by: 


13 
(Na) = (Cai — Cao)D/L fı + (2L? /r°Dt) 5 5 — 4 exp(—n° r’ Dt/L?) ) 


n=1 


[0.0] 
1 
Use the relation 5 =-= n’ /6. 
n 


n=1 


Solution 
The rate of transference across the phase boundary is given by: 


Na = —D(0Cq4/dy)y=0 
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According to the Higbie model, if the element is exposed for a time te, the average 
rate of transfer is given by: 


1 re 
Na == i —D(8C /8z)z-0 dt 
eJ0 


From Problem 10.7, the concentration C is: 








C = Cao + (Cai — Cao) |1- = — = 2; — exp(—n? 2 Dte /L?) sin envi] 
oe = (Cai — Cao) 2 = > — exp(—n°n’ Dte/L”) cos nry/L 
dy ' ý L ~L © 








L TU L 


dC 
a = (Ca; — Cao) 
dy y=0 





D(Cai—Cao) [| 1 22 22 2 
wa = -2u w | O Dt, /L2)| dt 


te 





te L L n?n? D 


0 0 


D(Cai—Cac)| te 2a i? 2 2) 
| DD ( ) ep nn Dte/L | 


— D(Cai — Cao) 
te 


te 2 ` L ( 2D, JL) + SJF L2 
exp(—n 
L x 5 n?xD P n n?n? D 




















N Dic err 1+ ae ee (— ‘Dil + Ys 
=i a o X nn Da 
ici ea A A Dte | n? P 2 
X 2 2) +) 
- =z exp(— n?n? Dte/L”) - p 


= 2 — E n°n’ Dte/L°) + = — ae n’x?Dt,/L”) + ae ee se F 
[0.0] 
—1 
= — exp(—7° Dte /L?) + 5 a exp(—n’2"Dt,/L”) + 1+ 17/6 
1 


CO 
= 5 = — — exp(—n >? Dte/L”) + 1 — exp(— n Dte/L? ) 
1 


Considering the terms 1 —exp(—z*Dt,/L”) and Dte/L? to be very small so that 
(—m*Dt,/L”) is small and exp(—m?Dt,/L?) —> 1. Therefore, 1 — exp(—z?Dt,/L7) is 
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approximately zero and: 


D pane, a so 2 
Na = 7 (Cai — Cao) fı a PDE 5 | s m exp(—n"nz Dte/L ) 





n=1 


PROBLEM 10.9 


According to the simple penetration theory the instantaneous mass flux: 


pD\o 
(Na) = (Cai — Cao) (2) 
mt 


What is the equivalent expression for the instantaneous heat flux under analogous condi- 
tions? 

Pure sulphur dioxide is absorbed at 295 K and atmospheric pressure into a laminar 
water jet. The solubility of SO , assumed constant over a small temperature range, is 
1.54 kmol/m? under these conditions and the heat of solution is 28 kJ/kmol. 

Calculate the resulting jet surface temperature if the Lewis number is 90. Neglect heat 
transfer between the water and the gas. 


Solution 


The heat flux at any time, f = —k(00/dx) where k is the thermal conductivity, @ the 
temperature, and y the distance in the direction of transfer. 
The flux satisfies the same differential equation as 0, that is: 


Dy (8° f /ay’) = (Of /at) y>0,t>0 


where Dy = thermal diffusivity = k/ pC). 
This last equation is analogous to the mass transfer equation 10.66: 


(aC /at) = D(a’C/dy’) 


The solution of the heat transfer equation with f = F, (constant) at y = 0 when t > 0 
is: 





y 
= F, erfc 
f 2./ Dyt 


The temperature rise is due to the heat of solution Hs. Heat is liberated at the jet 
surface at a rate W(t) = N{Hs, 
or: (t) = (Cai — Cao)H s(D/nt)?? 


The temperature rise, T, due to the heat flux .% (t) into the surface is: 


TK 1 ese 
z PCpv mDy Jo vo 


_ (Cai — Cho)H sy D/Dy 
pCp 


and: T 
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The Lewis number = h/C,php = Pr/Sc = DC, p/k. 


D/Dy = DC,p/k = 90 
(Cai — Cao) = 1.54 kmol/m? 
Hs = 28 kJ/kmol 
T = (1.54 x 28/90)/(1000 x 4.186) = 0.1 deg K 


PROBLEM 10.10 


In a packed column, operating at approximately atmospheric pressure and 295 K, a 10% 
ammonia-air mixture is scrubbed with water and the concentration is reduced to 0.1%. 
If the whole of the resistance to mass transfer may be regarded as lying within a thin 
laminar film on the gas side of the gas-liquid interface, derive from first principles an 
expression for the rate of absorption at any position in the column. At some intermediate 
point where the ammonia concentration in the gas phase has been reduced to 5%, the 
partial pressure of ammonia in equilibrium with the aqueous solution is 660 N/m? and 
the transfer rate is 1073 kmol/m’s. What is the thickness of the hypothetical gas film if 
the diffusivity of ammonia in air is 0.24 cm?/s? 


Solution 


The equation for the rate of absorption is derived in Section 10.2.2 as: 
Na = —(D/RTL)(Pa2 — Pai) (equation 10.23) 


If subscripts 1 and 2 refer to the water and air side of the stagnant film and subscripts A 
and B refer to ammonia and air, then: 


Pai = 66.0 kN/m? and P47 = (0.05 x 101.3) = 5.065 kN/m? 
D = 0.24 x 10-4 m*/s, R = 8.314 kJ/kmol K, 
T = 295 K and N4 = 1 x 107? kmol/m’s 
L = —(D/Na4RT)(Pa2 — Pat) 
= —(0.24 x 10°4/1073 x 8.314 x 295)(66.0 — 5.065) = —0.000043 m 


The negative sign indicates that the diffusion is taking place in the opposite direction 
and the thickness of the gas film is 0.043 mm. 


PROBLEM 10.11 


An open bowl, 0.3 m in diameter, contains water at 350 K evaporating into the atmo- 
sphere. If the air currents are sufficiently strong to remove the water vapour as it is formed 


228 CHEMICAL ENGINEERING VOLUME 1 SOLUTIONS 


and if the resistance to its mass transfer in air is equivalent to that of a 1 mm layer for 
conditions of molecular diffusion, what will be the rate of cooling due to evaporation? 
The water can be considered as well mixed and the water equivalent of the system is 
equal to 10 kg. The diffusivity of water vapour in air may be taken as 0.20 cm?/s and 
the kilogram molecular volume at NTP as 22.4 m°. 


Solution 


If subscripts 1 and 2 refer to the water and air side of the stagnant layer and subscripts A 
and B refer to water vapour and air, then the rate of diffusion through a stagnant layer is: 


Na = —(D/RTL)(P/Ppy)(Pa2 — Pai) (equation 10.34) 
where, P41 is the vapour pressure of water at 350 K = 41.8 kN/m’. 
Pa = 0 (since the air currents remove the vapour as it is formed.) 
Pp, = (101.3 — 41.8) = 59.5 kN/m? and Pg = 101.3 KN/m?. 
Pay = (101.3 — 59.5)/1n(101.3/59.5) = 78.17 kN/m?. 
and: P/Pgm = (101.3/78.17) = 1.296. 
Na = — (0.2 x 10°*/8.314 x 350 x 1077)1.296(0 — 41.8) 
= 3.72 x 10-* kmol/m’s 
= (3.72 x 1074 x 18) = 6.70 x 107° kg water/m’s 
Area of bowl = (7/4)0.3? = 0.0707 m? 
Therefore the rate of evaporation = (6.70 x 1073 x 0.0707) = 4.74 x 1074 kg/s 
Latent heat of vaporisation = 2318 kJ/kg 
Specific heat capacity of water = 4.187 kJ/kg K 
Rate of heat removal = (4.74 x 1074 x 2318) = 1.10 kW 
If the rate of cooling = d@/dt K/s, then: 
(water equivalent) x (specific heat capacity) x (d6/dt) = 0.0617 
or: 10 x 4.187 x (d0/dt) = 1.10 and d6/dt = 0.026 deg K/s 


PROBLEM 10.12 


Show by substitution that when a gas of solubility Ct is absorbed into a stagnant liquid 
of infinite depth, the concentration at time t and depth y is: 


y 
24 Dt 


Hence, on the basis of the simple penetration theory, show that the rate of absorption 
in a packed column will be proportional to the square root of the diffusivity. 


Ct erfc 
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Solution 


The first part of this question is discussed in Section 10.5.2 and the required equation is 
presented as equation 10.108. 

In Section 10.5.2 the analysis leads to equation 10.113 which expresses the instanta- 
neous rate of mass transfer when the surface element under consideration has an age 
t, or: 


(Na) = (Cai — Cao) y (D/7t) 


The simple penetration theory assumes that each element is exposed for the same time 
interval te before returning to the bulk solution. The average rate of mass transfer is then: 


1 te C i Cc o ý 
Na= > i (Na): dt = Cau- ae) | (D/xt)°> dt 
eJ0 e 0 


= 2(Cai — Cao) V D/tte 


and the rate of absorption is proportional to ~y D. 


PROBLEM 10.13 


Show that in steady-state diffusion through a film of liquid, accompanied by a first- 
order irreversible reaction, the concentration of solute in the film at depth y below the 
interface is: 





if Ca = 0 at y = L and Cy = Ca; at y = 0, corresponding to the interface. 
Hence show that according to the “film theory” of gas-absorption, the rate of absorption 
per unit area of interface, N4 is given by: 


B 
Na = k,Cai—— 
A 3 ^i tanh B 


where 6 = ./Dk/k,, D is the diffusivity of the solute, k the rate constant of the reaction, 
K; the liquid film mass transfer coefficient for physical absorption, C4; the concentration 
of solute at the interface, y the distance normal to the interface and yz the liquid film 
thickness. 


Solution 


The basic equation for diffusion through a film of liquid accompanied by a first-order 
irreversible reaction is: 


D(a’Ca/dy?)=kC,4 or (d’C4/dy?) =a’Cq (equation 10.171) (i) 
where a? = /k/D. 
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The general solution of equation (1) is: 
Ca =Acoshay + Bsinhay (ii) 


where A and B are constants. 
The boundary conditions are: 


At y=L,C, =0 (iii) 
At y=0, Ca = Ca; (iv) 
Substituting equation (iii) in equation (ii): 
0 =AcoshaL + BsinhaL 
and substituting equation (iv) in equation (ii): 
Ca; = A+ 0 and A = Cy; and 
B = —C 4i cosh aL/ sinh aL 











coshaL . 
Ca = Ca; coshay — Cai ——— sinhay 
sinh aL 
Cai , 
Sre (cosh ay sinh aL — cosh aL sinh ay) 
sinh aL 
= Cai sinh a(L oom y) 
E sinh aL 
_ sinh a(L — y) a sinh Vk /D(L — y) 
TA sinhaL tS sinh /k/DL 
dc 
Rate of absorption: Na = -D ($) 
dy y=0 


Assuming C4 to be small so that bulk flow can be neglected, then: 
i pa = — >) 
dy sinh aL 
_ DCajacoshaL 
7 sinh aL 
= DCaja/tanhaL = DC,j;aL/L tanh aL 


k = D/L 
B= VDk/k, = yk/DL = aL 


_ kLCaiB 
= tanh £ 











PROBLEM 10.14 


The diffusivity of the vapour of a volatile liquid in air can be conveniently determined 
by Winkelmann’s method, in which liquid is contained in a narrow diameter vertical tube 
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maintained at a constant temperature, and an air stream is passed over the top of the tube 
sufficiently rapidly to ensure the partial pressure of the vapour there remains approximately 
zero. On the assumption that the vapour is transferred from the surface of the liquid to the 
air stream by molecular diffusion, calculate the diffusivity of carbon tetrachloride vapour 
in air at 321 K and atmospheric pressure from the following experimentally obtained data: 


Time from commencement Liquid level 
of experiment (ks) (cm) 
0 0.00 
1.6 0.25 
11.1 1.29 
27.4 2.32 
80.2 4.39 
117.5 5.47 
168.6 6.70 
199.7 7.38 
289.3 9.03 
383.1 10.48 


The vapour pressure of carbon tetrachloride at 321 K is 37.6 kN/m’, and the density 
of the liquid is 1540 kg/m>. The kilogram molecular volume is 22.4 m’. 


Solution 
Equations 10.37 and 10.38 state that: 


Cyr —C C 
pí A2 Al) Cr 


Na = 
y2— yı CBm 





In this problem, the distance through which the gas is diffusing will be taken as h and 
Car = 0. 


Na = D(C4/h)(Cr/Cpm) kmol/ms 


where C4 is the concentration at the interface. 
If the liquid level falls by a distance dh in time dt, the rate of evaporation is: 


Na = (p_/M)dh/dt kmol/m’s 
Hence: (p,/M)dh/dt = D(Ca/h)\(Cr/Czm) 
If this equation is integrated, noting that when t = 0, h = ho, then: 
h? — hå = (2MD/p_)(CaCr/Cpm)t 
or: 


t/(h — ho) = (e_/2MD)(Cam/CaCr)(h — ho) + (PLCgm/MDC4Cr)ho 
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Thus a plot of t/(h — ho) against (h — ho) will be a straight line of slope s where: 
S = PLCBm/2MDC4Cr or D = pLCgBm/2M C4Crs 


The following table may be produced: 






t (ks) 1.6 11.1 27.4 80.2 117.5 168.6 199.7 289.3 383.1 
(h— ho) (mm) | 2.5 12.9 23.2 43.9 54.7 67.0 73.8 90.3 104.8 
t/(h — ho) 


(s/m x 1076) | 0.64 0.86 1.18 1.83 2.15 3.52 2.71 3.20 3.66 


t/ (h-hg) s/m x 10-6 





0 20 40 60 80 100 120 
(A—hp) mm 


Figure 10b. 


These data are plotted as Fig. 10b and the slope is: 
s = (3.54 — 0.5)10~°/(100 x 107°) = 3.04 x 107” s/m? 
Cr = (1/22.4)(273/321) = 0.0380 kmol/m? 
M = 154 kg/kmol 
Ca = (37.6/101.3)(1/22.4)(273/321) = 0.0141 kmol/m? 
pL = 1540 kg/m? 
Cg = 0.0380 kmol/m? 
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Cp = (0.0380 — 0.0141) = 0.0239 kmol/m? 
n C Bm = (0.0380 — 0.0239)/ 1n(0.0380/0.0239) = 0.0304 kmol/m? 
Hence: D = (1540 x 0.0304)/(2 x 154 x 0.0141 x 0.0380 x 3.04 x 1077) 
= 9.33 x 1076 m?/s 


PROBLEM 10.15 


Ammonia is absorbed in water from a mixture with air using a column operating at 
atmospheric pressure and 295 K. The resistance to transfer can be regarded as lying 
entirely within the gas phase. At a point in the column the partial pressure of the ammonia 
is 6.6 kN/m?. The back pressure at the water interface is negligible and the resistance to 
transfer can be regarded as lying in a stationary gas film 1 mm thick. If the diffusivity of 
ammonia in air is 0.236 cm?/s, what is the transfer rate per unit area at that point in the 
column? If the gas were compressed to 200 kN/m? pressure, how would the transfer rate 
be altered? 


Solution 


See Volume 1, Example 10.3. 


PROBLEM 10.16 


What are the general principles underlying the two-film penetration and film-penetration 
theories for mass transfer across a phase boundary? Give the basic differential equations 
which have to be solved for these theories with the appropriate boundary conditions. 

According to the penetration theory, the instantaneous rate of mass transfer per unit 
area (N4) at some time ¢ after the commencement of transfer is given by: 


D 
Wa) = ACay/ — 
mt 


where AC, is the concentration driving force and D is the diffusivity. 
Obtain expressions for the average rates of transfer on the basis of the Higbie and 
Danckwerts assumptions. 


Solution 


The various theories for the mechanism of mass transfer across a phase boundary are 
discussed in Section 10.5. 
The basic equation for unsteady state equimolecular counter-diffusion is: 


aC 3C aC PC 
wo? (ae), + Ge) Ge) 
ot ax’ Jy, dy? J xz 8z J xy 








(equation 10.67) 
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Considering the diffusion of solute A away from the interface in the y-direction this 
equation becomes: 
ac 3C 
iep CA 
at dy? 





The boundary conditions are: 


t=0 0<y<o Ca = Cao 
t>0 y=0 Ca = Cj 
t>0 y = œ Ca = Cho 


where Cy, is the concentration in the bulk of the phase and Ca; is the equilibrium 
concentration at the interface. 
The instantaneous rate of mass transfer per unit area N4 at time f is given by: 


(Na) = AC,4x/D/at 


Higbie assumed that every element of surface is exposed to the gas for the same length 
of time 6 before being replaced by liquid of the bulk composition. 
Amount absorbed in time 6: 


0 0 
g= Na) a= f ACa\/D/n0 d0 = 2AC4,/D8/7 
0 0 


The average rate of absorption: Q/0 = (2AC4./DO0/z) /6 = 2AC4./D/x0 


Danckwerts suggested that each element would not be exposed for the same time but 
that a random distribution of ages would exist. It is shown in Section 10.5.2 that this age 
distribution may be expressed f(t) = se~*. The average rate of absorption is the value of 
(Na) averaged over all elements of the surface having ages between 0 and oo is then 
given by: 


Na =s I S Npe- dð = AC4\/D/x I * e/V) dd = AC4VDs 
0 0 pe 


PROBLEM 10.17 


A solute diffuses from a liquid surface at which its molar concentration is C4; into a 
liquid with which it reacts. The mass transfer rate is given by Fick’s law and the reaction 
is first order with respect to the solute. In a steady-state process, the diffusion rate falls at 
a depth L to one half the value at the interface. Obtain an expression for the concentration 
Ca of solute at a depth y from the surface in terms of the molecular diffusivity D and 
the reaction rate constant k. What is the molar flux at the surface? 


Solution 


As in Problem 10.13, the basic equation is: d?’C4/dy? = a’C, (i) 
where a = /k/D 


Then: Ca = Acoshay+ Bsinhay (ii) 


MASS TRANSFER 235 
The first boundary condition is at y = 0, C4 = Cai, and C4; = A. 
Hence: Ca = Cai cosh ax + B sinh ax (iii) 
The second boundary condition is that when y = L and: 
Na = —D(dC4/dy)y=0 = —2D(dC4/dy)y=1 
Differentiating equation (iii): 


dC,/dy = Caia sinh ay + Bacoshay 


and: (dC4/dy)y=0 = Ba 
and: (dC4/dy)y=, = aB/2 = C4ia sinh aL + Ba cosh aL 
2C 4; sinh aL : 
so that: B= a as (iv) 
1 — 2coshaL 


Substituting equation (iv) into equation (iii): 
2C 4j sinh aL sinh ay 
1 — 2 cosh aL 
= C,;[coshay — 2(cosh ay cosh aL + sinh aL sinhay)]/(1 — 2 cosh aL) 


Ca = Ca; cosh ay + 


= Cailcoshay — 2cosha(y + L)] 
The molar flux at the surface = N4 = —D(dC4/dy)y=0. 


dC, : . 
“dae = Caila sinh ay — 2asinha(a+ L)] 
y 


(dC4/dy)y—0 = —2Caja’ sinh aL 
Na = 2DCaja’ sinhaL 
a= Vk/D 
Na = 2DCaj(k /D) sinh L\/k /D 
= 2Caj;k sinh(L./k /D) 


PROBLEM 10.18 


4 cm? of mixture formed by adding 2 cm? of acetone to 2 cm? of dibutyl phthalate is 
contained in a 6 mm diameter vertical glass tube immersed in a thermostat maintained at 
315 K. A stream of air at 315 K and atmospheric pressure is passed over the open top 
of the tube to maintain a zero partial pressure of acetone vapour at that point. The liquid 
level is initially 11.5 mm below the top of the tube and the acetone vapour is transferred 
to the air stream by molecular diffusion alone. The dibutyl phthalate can be regarded 
as completely non-volatile and the partial pressure of acetone vapour may be calculated 
from Raoult’s law on the assumption that the density of dibutyl phthalate is sufficiently 
greater than that of acetone for the liquid to be completely mixed. 
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Calculate the time taken for the liquid level to fall to 5 cm below the top of the 
tube, neglecting the effects of bulk flow in the vapour. 1 kmol occupies 22.4 m?. Molec- 
ular weights of acetone, dibutyl phthalate = 58 and 279 kg/kmol respectively. Liquid 
densities of acetone, dibutyl phthalate = 764 and 1048 kg/m? respectively. Vapour pres- 
sure of acetone at 315 K = 60.5 kN/m’. Diffusivity of acetone vapour in air at 315 K = 
0.123 cm?/s. 


Solution 


Considering the situation when the liquid has fallen to a depth h cm below the top of the 
tube, volume of acetone evaporated = (7/4)(0.6)"(h — 1.15) = 0.283(h — 1.15) cm°. 
At this time, the amount of dibutyl phthalate is: 


(2 x 1.048/278) = 0.00754 mol 


and the amount of acetone = [2 — 0.283(h — 1.15)]0.764/58 = (0.0306 — 0.00372h) 


0.0306 — 0.00372h _ (8.23 —h) 


Mole fraction of acetone = AAA. = — 
(0.00754 + 0.0306 — 0.00372h) 10.24 — h) 


. 8.23— h 2 
Partial pressure of acetone = 60.5 | ———— | kN/m 
10.24 — h 


Molar concentration of acetone vapour at the liquid surface 


_ (05) pnd 8.23 — h 
~ (101.3 315 22400) \ 10.24—h 


.23—h 
= 2.31 x 1075 psa mol/em? 
10.24 —h 
3 dh 0.764 7 
Rate of evaporation of acetone: N4 = RA x -g = 0.0132(dh/dt) mol/cm*s 


8.23 —h 
= (D/h) x molar concentration at surface = (0.123/h)2.31 x 1075 (=) 


10.24—h 
dh 1 8.23 —h 
Olas 2H Sp Base a 
gg pe een (Gas) 
10.24 —h dt 
and: ABERA | eee 
$23 =H 4650 


The time for the liquid level to fall from 1.15 cm to 5 cm below the top of the tube is 
obtained by integrating this equation: 


5 /10.24—h 1 : 16.6 1 i 
/ —— hén= oo fat -f h — 2.02 — ——— ah= = | dt 
iis \ 8.23—h 4650 Jo 1.15 h — 8.23 4650 Jo 


and: t = 79500 s = 79.5 ks (~ 22 h) 
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PROBLEM 10.19 


A crystal is suspended in fresh solvent and 5% of the crystal dissolves in 300 s. How 
long will it take before 10% of the crystal has dissolved? Assume that the solvent can 
be regarded as infinite in extent, that the mass transfer in the solvent is governed by 
Fick’s second law of diffusion and may be represented as a unidirectional process, and 
that changes in the surface area of the crystal may be neglected. Start your derivations 
using Fick’s second law. 


Solution 


The mass transfer process is governed by Fick’s second law: 


aC aC 
Arapa (equation 10.66) 
at dy? 





and discussed in Section 10.5.2 
The boundary conditions for the crystal dissolving are: 


When t = 0 O0<y<aw C4 =0 
t>0 y = Oo Ca =0 
t>0 y=0 Ca = Cas (the saturation value) 


These boundary conditions allow the solution of equation 10.66 using Laplace trans- 
forms as the most convenient method: 


pya oo 
ach = f e-r: OCA dt (equation 10.102) 
dt 0 ot 


CO 
= [beC] + p f e™”Cadt=0+ pC, (equation 10.103) 
0 


Taking Laplace transforms of both sides of equation 10.66: 








pCa=D ay? 
PC > 
N) 
əy D 
and: Ca = Aev P/PY 4. Be~V P/P) (equation 10.105) 
When y=œ, Ca=0 .. Ca=0 and A=0 
When y=0, Ca=Ca, and Ca = Cas/Po, B = Cas/p 
C = Cas -VOD 


P 
Inverting: Ca = Cas erfe(y/24 Dt) (See Volume 1, Appendix Table 13) 
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dC 
Mass transfer rate at the surface = —D (=) 
dy y=0 


aC, 0 { 2 o9 —y2/4Dt ( y )} 
4 = EEA ga (9 
dy dy (VT Joed) 2/Dt 








2 1 2 
= Cas —— [= ey Dt equation 10.111 
AS Te ( a! (eq ) 
(= ) _ Cas 
dy y=0 7 mDt 
aC. D 
(Na), = —D (=) = Casy/— 
ot y=0 mt 
ae ' 1D D 
The mass transfer in time t = f — dt = 24/—t 
0 mt T 
and the mass transfer is proportional to «/t 
M t 
Thus: east Yee 
M2 t2 
Mı = 5%, Mı = 10%, and tı = 300 s 
and: 0.5 = /300/t2 and tz = 1200 s 


PROBLEM 10.20 


In a continuous steady state reactor, a slightly soluble gas is absorbed into a liquid in 
which it dissolves and reacts, the reaction being second-order with respect to the dissolved 
gas. Calculate the reaction rate constant on the assumption that the liquid is semi-infinite 
in extent and that mass transfer resistance in the gas phase is negligible. The diffusivity of 
the gas in the liquid is 1078 m?/s, the gas concentration in the liquid falls to one half of 
its value in the liquid over a distance of 1 mm, and the rate of absorption at the interface 
is 4 x 1076 kmol/m’s. 


Solution 


The equation for mass transfer with chemical reaction is: 


= =e ae —KCA (equation 10.170) 

For steady state second order reaction where n = 2: 
Ca 
dy? 





D —kc, =0 
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C4 _ dq _ dq dCa _ R pee 
dy? dy dC, dy | Ertan 





Putting dC4/dy = q 
Th Dqtt a =0 
s: et = = 
i ET A 
qdq = (k/D)Ci dC, 
(q2/2) = (k /D)C3 /3 + const. 


In an infinite system at y = oo, C4 = 0 and dC,/dy = 0 and hence the constant = 0. 


dC,\" 2k dC 4 2k C3? 
= eee and ea a 
dy ~ 3D dy 3D 


noting the negative sign since (dC,4/dy) is negative for all values of C4. 


Thus: ome ce = —4/ a + constant 
: A 3D” 
At the free surface, y = 0 and C4 = Ca; = constant. 
5 constant = —2C Pi. ? 
A —1/2 —1/2 
and: 2 (c; ON ) = /Ok/3Dyy 
or: C — Cl = s /6D)y 


When y= yı, Ca = C4i/2, and: 
(Ca: /2D 7"? — Cu = Vk /6D)y: 
When yı = 107°, substituting gives: Cy)’ = 2.42 x 10-3. /(k/6D) 
Cy)? — 2.42 x 1073 /k/6D) = sk /6D)y 


The mass transfer rate at the interface, where y = 0, is: 


dC, 2k D 3/2 
N = —D | — = 4| ——C : 
Oe ( dy iv gel 


2k D 


1 
= x = 8.47 x 10°D?/k 
3 2.42 x 10 


3 

ITD) 

When D = 1 x 1078 m?/s and N4 = 4 x 1076 kmol/m’s : 
k = (8.47 x 108) x (1 x 10-8)2/4 x 10-6 = 212 m? /kmol s 


PROBLEM 10.21 


Experiments have been carried out on the mass transfer of acetone between air and a 
laminar water jet. Assuming that desorption produces random surface renewal with a 
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constant fractional rate of surface renewal, s, but an upper limit on surface age equal to 
the life of the jet, t, show that the surface age frequency distribution function, (rt), for 
this case is given by: 


(t) = sexp(—st/[1 — exp(—st)]) for O<t<tT 
o(t) =0 for t>T. 


Hence, show that the enhancement, E, for the increase in value of the liquid-phase mass 
transfer coefficient is: 


E = [(ast)!” erf(st)'/7]/{2[1 — exp(—st)]} 


where E is defined as the ratio of the mass transfer coefficient predicted by conditions 
described above to the mass transfer coefficient obtained from the penetration theory for 
a jet with an undisturbed surface. Assume that the interfacial concentration of acetone is 
practically constant. 


Solution 


For the penetration theory: 





aCA _ pCa 


PT (equation 10.66) 
y 


As shown in Problem 10.19, this equation can be transformed and solved to give: 
C A= Ae v PD» + Be- vV P/P 
The boundary conditions are: 
When y=0, Ca= Cai, B=Cai/p 
and when y =œ, Cag =OandA=0 


Č, = Bie VODY 


P 
dCa eee OTe l | -VOD 
dy D \ p 


From Volume 1, Appendix, Table 12, No 84, the inverse: 


d gn JL IE ap 
dy DV xt 


dC, D ; 
At the surface: (Na); = —D | — = Ca4i\/ — at time t 





dy 


The average rate over a time T is: 


i e [A ie [D 
t “Nal Vt “Vat 
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In general, Cao Æ 0 and N4 = 2(Ca; — Cao)/D/xt for mass transfer without surface 
renewal. 

Random surface renewal is discussed in Section 10.5.2 where it is shown that the age 
distribution function is: 


= constant e ” = ke” 


where s is the rate of production of fresh surface per unit total area of surface. 
If the maximum age of the surface is t, then: 


“A e“dt=1 


Re i= = 1 
S 
S 


1 — e™™ = s/k and K = 
e s/k an TEE 








DALF . f : S 
'. the age distribution function is: (, =) eY 
— e~s 


The mass transfer in time T is: 


T D —st 
—(C4; —C -e dt = Cai —C — |S dt 
I Wi A a0) 7s ses 2e Ai A0) 7 A 


The integral is conveniently solved by substituting st = 8? and ./t = B/./s or sdt = 
2BdB and dt = 26 d/s 


hen: [pet Bt aS fet apa [Pettit = (Cu CoD erf sT 
0 B Js 0 S 1 —et 


S 











The enhancement factor E is given by: 


erf./st 
Osi — Cao) a ent fmt erf/st 


pie ip. A 
a Cao) lee 


PROBLEM 10.22 


Solute gas is diffusing into a stationary liquid, virtually free of solvent, and of sufficient 
depth for it to be regarded as semi-infinite in extent. In what depth of fluid below the 
surface will 90% of the material which has been transferred across the interface have 
accumulated in the first minute? Diffusivity of gas in liquid = 107° m?/s. 
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Solution 
As in the previous problem, the basic equation is: 
aa _ py PCa 
ot dy? 


which can be solved using the same boundary conditions to give the rate of mass transfer 


at depth, y, (N4)y,7 as: 
dc D 
Na) = -D— = Cai! geet 
dy mt 


At some other value of y = L, the amount which has been transferred in time t per unit 


area is: 
3 ID 2 
i Cai —e > /4Dt dt 
0 mt 


This integral can be solved by making the substitution: 





(equation 10.66) 


B = y"/4Dt 
so that: B= y/2VDt 
and: t = y’/4Dp", TP = y/2B/D 


dt = (—y’/2D)B* dp 
The amount transferred at depth L is then: 


= C4i4/—— 2y Dt —y2/apr — y7 erfc a 
xr/D| y 2/Dt 


Dt _.2 y 
2,/—e /4Dt L y erfe 
T y 24 Dt 


Dt 2 y 
2,/—e /4Pt — y erfc 
Vx PEE DDE 


D y 











= C4; 











mass transfer at L 





and: D T e 
mass transfer at y = 0 2 Dt 
T 
= y y -x2 
= e/t — —— [JST erfe —— =e * — XJT erfcX 
NA 2/ Dt m 
where X = y/ Dt 


Under the conditions in this problem, this ratio = 0.1. 
erfc X = | — erf X 


so that erfc X can be calculated from Table 13 in the Appendix of Volume 1. Values of 
X will be assumed and the right hand side evaluated until a value of X is found such that 
the right hand side = 0.1. 
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X eX? erf X erfc X X7 erfc X Right hand side 


1 0.368 0.843 0.157 0.278 0.0897 
0.9 0.445 0.797 0.203 0.324 0.121 
0.97 0.390 0.830 0.170 0.292 0.098 
0.96 0.398 0.825 0.175 0.297 0.101 


X = 0.96 = y?/4Dt 
y = (0.96 x 4 x 107° x 60)°> = 4.8 x 1074 m or 0.48 mm 


PROBLEM 10.23 


A chamber, of volume 1 m, contains air at a temperature of 293 K and a pressure of 
101.3 kN/m’, with a partial pressure of water vapour of 0.8 kN/m”. A bowl of liquid 
with a free surface of 0.01 m? and maintained at a temperature of 303 K is introduced 
into the chamber. How long will it take for the air to become 90% saturated at 293 K 
and how much water must be evaporated? 

The diffusivity of water vapour in air is 2.4 x 1075 m?/s and the mass transfer resis- 
tance is equivalent to that of a stagnant gas film of thickness 0.25 mm. Neglect the effects 
of bulk flow. Saturation vapour pressure of water = 4.3 kN/m? at 303 K and 2.3 kN/m? 
at 293 K. 


Solution 


Moles transferred, 
n = (DA/L)(Cas — Ca) 


where C4 = concentration (kmol/m>), C4; is the saturation value of C4 at the surface D 
is the diffusivity and L is the thickness of the stagnant gas film. 

If the saturated vapour pressure at the interface is 4.3 kN/m? and if at any time the 
partial pressure in the air is P, kN/m”, then the rate of evaporation is given by: 





dn 0.01 x 2.4 x 107 | RS 273 ( 43 Pa )| 
dt (0.25/1000) [22.4 303 \ 101.3 101.3 


= 3.81 x 10°7(4.3 — P4) kmol/s 


1 m of air at 303 K and 101.3 kN/m? is equivalent to (1/22.4)(273/293) = 0.0416 kmol 
Initial moisture content = (0.8/101.3) x 0.0416 = 3.29 x 1074 kmol 

Final moisture content = (0.9 x 2.3/101.3) x 0.0416 = 8.50 x 1074 kmol 

-, Water evaporated = (8.50 — 3.29) x 1074 = 5.21 x 1074 kmol 


= 5.21 x 10°* x 18 
= 9.38 x 1073 kg water 
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At a pressure P kN/m’: 
n = (P4/101.3)(1/22.4)(273/293) = 4.11 x 10-4P4 kmol/m? 
and: dn/dt = 4.11 x 10-4dP4/dt 


dP 
4.11 x bae = 3.81 x 1077 (4.3 — Pa) 


2.3 dP, ti 
/ —————- = 9.27 x 10 “dt 
0g (4.3 — Pa) 


from which t = 604 s (10 min) 


PROBLEM 10.24 


A large deep bath contains molten steel, the surface of which is in contact with air. The 
oxygen concentration in the bulk of the molten steel is 0.03% by mass and the rate of 
transfer of oxygen from the air is sufficiently high to maintain the surface layers saturated 
at a concentration of 0.16% by weight. The surface of the liquid is disrupted by gas 
bubbles rising to the surface at a frequency of 120 bubbles per m? of surface per second, 
each bubble disrupts and mixes about 15 cm? of the surface layer into the bulk. 

On the assumption that the oxygen transfer can be represented by a surface renewal 
model, obtain the appropriate equation for mass transfer by starting with Fick’s second 
law of diffusion and calculate: 


(a) The mass transfer coefficient 

(b) The mean mass flux of oxygen at the surface 

(c) The corresponding film thickness for a film model, giving the same mass transfer 
rate. 


Diffusivity of oxygen in steel = 1.2 x 1078 m?/s. Density of molten steel = 7100 kg/m}. 


Solution 
If C’ is defined as the concentration above a uniform datum value: 
ac’ 2 
= p? C 
ot dy? 








(equation 10.100) 


The boundary conditions are: 


when t=0, Qey C =0 
t>0 y=0 C=C; 
t>0 y = 00 c’=0 
The equation is most conveniently solved using Laplace transforms. The Laplace trans- 
form C’ of C’ is: 


CO 
es) e7” C dt (equation 10.101) 
0 
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Then: 





ac’ œ 3C 
T = I Aea dt (equation 10.102) 
0 


CO 
= [eC] + p f eC’ dt = pC’ (equation 10.103) 
0 


Since the Laplace transform operation is independent of y, 


C C 


2 2 


— = — (equation 10.104) 
dy dy 


Taking Laplace transforms of both sides of equation 10.100: 











- eC’ 
pC =D TE 
aC: z 
-2 =0 
əy D 
From which: C! = Aev P/P 4. Be~V P/P) (equation 10.105) 
When y= œ, Cao and A=0 
When y=0, C= Cp and B= C//p 
č = Cie- VOD 
P 
dc’ eee C; esv (P/D)y 
dy ~ pD 
ac’ C; 1 
Inverting: — = ——4 x 7 /4Dt (See Volume 1, Appendix Table 12) 





dy JD [snt 





ac’ I/D 
The mass transfer rate at the surface, (N4) = —D ( ) = C;4/ — at time t 
dy J y=0 mt 


The average rate of mass transfer in time f: 


1 ft, [D » [D 
it Ci Eae 
t Jo mt mt 


Taking 1 m? of surface, the area disrupted by the bubbles per second is: 
120 x 15/10000 = 0.18/s 
.. Average surface age duration = (1/0.18) = 5.55 s 


C’ = (0.16 — 0.03)/100 = 0.0013 kg O,/kg steel = (0.0013/32) x 7100 
= 0.2885 kmol/m? 
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Then: 


I/D 
(a) The mass transfer coefficient = 2 = 2(1.2 x 1078 /m x 5.55) 
T 
= 5.25 x 1075 m/s 


(b) The mean rate of transfer, N4=2C}(D/zt)°? =2 x 0.2885(1.2 x 1078/7 x 5.55)°° 
=1.51 x 1075 kmol/m? s 


(c) The film thickness L is given by: N4 = (D/L)C; 
and: L= (1.2 x 1078 x 0.2885)/(1.51 x 1075) = 2.29 x 1074 m = 0.23 mm 


PROBLEM 10.25 


Two large reservoirs of gas are connected by a pipe of length 2L with a full-bore valve 
at its mid-point. Initially a gas A fills one reservoir and the pipe up to the valve and gas 
B fills the other reservoir and the remainder of the pipe. The valve is opened rapidly and 
the gases in the pipe mix by molecular diffusion. 

Obtain an expression for the concentration of gas A in that half of the pipe in which 
it is increasing, as a function of distance y from the valve and time ¢ after opening. The 
whole system is at a constant pressure and the ideal gas law is applicable to both gases. It 
may be assumed that the rate of mixing in the vessels is high so that the gas concentration 
at the two ends of the pipe do not change. 


Solution 


The system and nomenclature are shown in Fig. 10c. 


y=-L y=+L 


| y=0 











Figure 10c. 


When time ¢ = 0, 
For gas A: 


at ay 





C4 poLa 
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When t=0, -L<y<0 Ca = Cao 
When t=0, O<y<L Ca =0 
When t>0 y=-L Ca = Cao 
When t>0 y=4+L Ca= 
For gas B: 
ac aC 
esp 
ar dy? 
When t=0 —-L<y<0O Cg = 
When t=0 O<y<L Cp = Cro 
When t>0 y=-L C= 
When t>0 y= +L Cz = Cpo 
and for all values of y: 
əCa OCR _ 0 
dy əy 
As in previous problems, these equations may be solved by the use of Laplace transforms. 
For y > 0: 
Ca = Aev (P/P)Y 4 Bev P/PW 
and for y < 0: 


Ča = Alen P/PY 4} Ble V P/PW 4 Cao/p 
The boundary conditions may now be used to evaluate the constants thus: 
(Cao/ pie Vie 
21 = ew (P/D)L) 


g Cw/P) 
oie eV (p/D)L) 


A = —B'e? V PDL 
i B(e 7% (p/D)L +1) 
(e? (p/D)L +1) 


A= 


Substituting these values: 


C E ferte 2nL+y ee 2n+)L— | 
2/ Dt 24y Dt 


This relation can be checked as follows: 


Cao = L 
(a) When y = 0: Cy = aos ferte A erfc 
0 


(n+ DL) Cao 
VDt VDi 


=o 
(b) When y= L: Cy, =0 
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PROBLEM 10.26 


A pure gas is absorbed into a liquid with which it reacts. The concentration in the liquid 
is sufficiently low for the mass transfer to be governed by Fick’s law and the reaction 
is first order with respect to the solute gas. It may be assumed that the film theory may 
be applied to the liquid and that the concentration of solute gas falls from the saturation 
value to zero across the film. Obtain an expression for the mass transfer rate across the 
gas-liquid interface in terms of the molecular diffusivity, D, the first-order reaction rate 
constant k, the film thickness L and the concentration C4s of solute in a saturated solution. 
The reaction is initially carried out at 293 K. By what factor will the mass transfer rate 
across the interface change, if the temperature is raised to 313 K? Reaction rate constant 
at 293 K = 2.5 x 1076 s~!. Energy of activation for reaction (in Arrhenius equation) = 
26430 kJ/kmol. Universal gas constant R = 8.314 kJ/kmol K. Molecular diffusivity D = 
107° m?/s. Film thickness, L = 10 mm. Solubility of gas at 313 K is 80% of solubility 
at 293 K. 


Solution 


See Volume 1, Example 10.11 


PROBLEM 10.27 


Using Maxwell’s law of diffusion obtain an expression for the effective diffusivity for a 
gas A in a binary mixture of B and C, in terms of the diffusivities of A in the two pure 
components and the molar concentrations of A, B and C. 

Carbon dioxide is absorbed in water from a 25 per cent mixture in nitrogen. How will its 
absorption rate compare with that from a mixture containing 35 per cent carbon dioxide, 40 
per cent hydrogen and 25 per cent nitrogen? It may be assumed that the gas-film resistance 
is controlling, that the partial pressure of carbon dioxide at the gas—liquid interface is 
negligible and that the two-film theory is applicable, with the gas film thickness the 
same in the two cases. Diffusivity of CO% in hydrogen = 3.5 x 1075 m/s; in nitrogen = 
1.6 x 1075 m?/s. 


Solution 


Maxwell’s Law of Diffusion is discussed in Section 10.3.2 where for a two component 
gaseous mixture: 


—dP,/dy = FapCaCp(ua = ug) (equation 10.77) 
For an ideal gas, Pa = CART (equation 10.9a) 
and from equation 10.78: ua = N} /Ca (equation 10.9b) 
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when B is not undergoing mass transfer, or ug = 0, then: 
—RT(dC4/dy) = FagCaN), 

Wee RT dCa _ RT Cr dC 

FapCp dy FapCr Cg dy 


By comparison with Stefan’s Law: 











NS -Da ET (equation 10.29) 
Then: Dag = RT/FapCr 
or: Fag = a 
DagBCr 


Applying to A in a mixture of B and C: 
—dP4/dy = FagCaCp(ua — ug) + FacCaCc(ua — uc) 


For the case where ug = uc = 0: 











dC, RT Aa ee 

dy = DapCr aie DacCr CA 
; , —(dC,4/dy)Cr : 
or: eS a (i) 

(Cg/Das) + (Cc/Dac) 
C dC dC4/dy)C 
From Stefan’s Law: Ni, =—D' 2 Pas (dCa/dy)Cr (ii) 
Cr— Ca dy (Cr — Ca)/D' 


where D’ is the effective diffusivity of A in the mixture 

Comparing equations (i) and (ii): 
1 = 1 Cp r 1 Cc 
D' DagCr—Ca DacCr—Ca 





For CO) in No: N} =D OP BEG =Dx t x Craya (equation 10.33) 
(Cy, )im L (Yna )im L 
D = 1.6 x 107% m/s (yn, )1 = 1.0, (yn )2 = 0.75, 
(Ny im = [(1 — 0.75)/In(1/0.75)] = 0.87 
Ayco, = 0.25, ACr and L are unknown 


, 2 16x10? 
Hence: N= og 


For CO, in a mixture of H and No, the effective diffusivity, derived in the first part 
of the problem, is used to give D’: 


1 1 0.4 1 0.25 
— = — xX — + — XxX —— 
D! 35x10 1-035 1.6x1075 1-— 0.35 











C 
x 0.25" = 4.6 x 10-°Cr/L kmol/m?s 


= 2.4 x 10° m/s 
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Ni =D’ Cr 7 ACco, Sis 1 CrAyco, 
4 (CN>-+Hp )im L (YN2+H;3 Jim L 





YCO, = 0.35 


Ooty) = 1.0, On, ity )2 = 0.65 
In(1/0.65) 


and: N} = 24 x 1075 x = 
(1 — 0.65) 


AC 
x OS = 1.033 x 10°°Cr/L 


<. The ratio of mass transfer rates = (1.033 x 107°/4.6 x 1076) = 2.25 


PROBLEM 10.28 


Given that from the penetration theory for mass transfer across an interface, the instan- 
taneous rate of mass transfer is inversely proportional to the square root of the time of 
exposure, obtain a relationship between exposure time in the Higbie model and surface 
renewal rate in the Danckwerts model which will give the same average mass transfer 
rate. The age distribution function and average mass transfer rate from the Danckwerts 
theory must be derived from first principles. 


Solution 


Given that the instantaneous mass transfer rate = Kr~'/?, then for the Higbie model, the 
average mass transfer rate for an exposure time f, is given by: 


1 te 
-f Kr? dt = 2K P 
e J0 


For the Danckwerts model, the random surface renewal analysis, presented in Section 
10.5.2, shows that the fraction of the surface with an age between f and ¢ + dt is a function 
of t = f(t) dt and that f(t) = Ke" where s is the rate of production of fresh surface per 
unit total area. 

For a total surface area of unity: 


co et co 
Í keer =1=K| | = K/s 
0 =S Jo 


K = s and f(t) = se™* dt 





The rate of mass transfer for unit area is: 


[0,6] CO 
| Kt! x sew" dt = Ks | te= dt 
0 0 
Substituting 6? = st and sdt = 26 d£, then: 


Rate= Ks [CoP Papa kyix2 [apa Kix 2x Va/2= KV 
0 0 
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If the rates from each model are equal, then: 


2Kte'/*=K./as or ste =4/7 


PROBLEM 10.29 


Ammonia is absorbed in a falling film of water in an absorption apparatus and the film is 
disrupted and mixed at regular intervals as it flows down the column. The mass transfer 
rate is calculated from the penetration theory on the assumption that all the relevant 
conditions apply. It is found from measurements that the mass transfer rate immediately 
before mixing is only 16 per cent of that calculated from the theory and the difference has 
been attributed to the existence of a surface film which remains intact and unaffected by 
the mixing process. If the liquid mixing process takes place every second, what thickness 
of surface film would account for the discrepancy? Diffusivity of ammonia in water = 
1.76 x 107°? m?/s. 





Solution 
For the penetration theory: 
ac 3C 
TA jA (equation 10.66) 
at dy? 
When t=0, Ca =0 
When ¢> 0, y=0, Ca = Ca; = constant 
When ¢>0, y= Ca =0 


As shown earlier in problems 10.19 and 10.21, this equation may be transformed and 
solved to give: 


Ca = Ae? V PPY 4. Be~2V P/P) (equation 10.105) 
When y=0, C4 =Cai/p 
y = 00, Ca =0 





and hence: A=0 and B=Ca,j/p 
- Cy. = 
Hence, Ca = eV P/P» 
P 
and: a Caiy/ Fe Vv/Dy 
dy D 


ac. /D 
At the surface, (V4), = —D (=) = ,/—C,; in time ź (as in Problem 10.21). 
dy / y=0 mt 


For the film, the origin is taken at the interface between the film (whose thickness is L) 
and the mixed fluid. 


Again: Ca = Aev P/PY 4. Be~V P/P) (equation 10.105) 


252 


Hence: 


and: 


and: 


CHEMICAL ENGINEERING VOLUME 1 SOLUTIONS 


Cay at y = 0 is now a variable 
y=Q, Ca =0 
= 0 and C4 = Care P/P 


TA = JP me „e7 v P/Dy 


dC [p - 
( a £ Cax 
dy D 
y=0 


To maintain mass balance at the film boundary: 


Die Cy) = p (=) 
L Ai Ax) = ay 


Taking Laplace transforms: 


So: 


and: 


Hence: 


Inverting: 


L p L 
D Cai 
C= > p 
7 + /pD 





SOG y [2P Cu p evo 





+4 pD 
—Ca;— E ev (P/P)y 
TECI 
CA L OM gfe orfe | YP, 2 
dy L L 2./Dt 
dC D ~ Dt 
(Na )y=0 = —D (=) = Ca, Ze" erfe | — 
dy y=0 i L L 


D J Dt 
Cai eP erfe | MO 
L L 
= 0.16 


D 
\/ Cai 
mt 
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Dt Dt /1 
or: T Dif? erfc ,/— = — x 0.16 = 0.0903 
V 12 V 12 T 


. Dt x2 
writing x= T then Xe* erfc X = 0.0903 


Solving by trial and error: X = 0.101 
When t = 1 s, D= 1.76 x 107°? m?/s, and: L = 0.42 mm. 


PROBLEM 10.30 


A deep pool of ethanol is suddenly exposed to an atmosphere consisting of pure carbon 
dioxide and unsteady state mass transfer, governed by Fick’s Law, takes place for 100 
s. What proportion of the absorbed carbon dioxide will have accumulated in the 1 mm 
thick layer of ethanol closest to the surface? Diffusivity of carbon dioxide in ethanol = 
4 x 107°? m?/s. 


Solution 
See Volume 1, Example 10.6. 


PROBLEM 10.31 


A soluble gas is absorbed into a liquid with which it undergoes a second-order irreversible 
reaction. The process reaches a steady-state with the surface concentration of reacting 
material remaining constant at C4s and the depth of penetration of the reactant being 
small compared with the depth of liquid which can be regarded as infinite in extent. 
Derive the basic differential equation for the process and from this derive an expression 
for the concentration and mass transfer rate (moles per unit area and unit time) as a 
function of depth below the surface. Assume that mass transfer is by molecular diffusion. 

If the surface concentration is maintained at 0.04 kmol/m’, the second-order rate 
constant kz is 9.5 x 10° m° /kmol s and the liquid phase diffusivity D is 1.8 x 107°? m?/s, 
calculate: 


(a) The concentration at a depth of 0.1 mm. 
(b) The molar rate of transfer at the surface (kmol/m’s). 
(c) The molar rate of transfer at a depth of 0.1 mm. 


It may be noted that if: 
dc dC d 
ele q, then: 2 yee 
dy dy? dC, 





Solution 


Considering element of unit area and depth dy, then for a steady state process: 


RATE IN — RATE OUT = REACTION RATE 
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dc dc d dc 
or: —p—* — 4 -D—Ż + — (-p—4) dy} = (k2C2)(dy) 
dy dy dy dy 
aC, 
D ip =k} 
PC, ok = 
dy? pe 
dc Cc d dq dC d 
Putting: q= a. then: Ae a A Ge 
dy dy? dy dC, dy dC, 
d k 
Substituting: ie — ao =0 
2 
qdq = C3 
2 3 
? q kz Ch 
Integrating: —=——4+K 
ntegrating 7 D3 + 
When y = œ, q = 0, C4 = 0 and: K = 0 
1 /dC,\? kC 
Thus: = Ka = Ba 
2\ dy D 3 


dc 2k 
lee ay ELEI 
dy 3 D 


As Na = —D(dC4/dy) is positive, negative root must apply and: 


2k 
c3 dC, = Aa dy 


Integrating: Qe 2k: +K 
When y = 0, C4 = Cas and: K = 2G 
k sgh 1 2h 
Thus: cra eea 1,2 
us A As aV3D°" 





eae Tk 

Cas 6D 

aai | [Ca \ l k2 
Cas Ca — 1 = SD” 


Ik 1 .5 x 10° 
(i) For the conditions given: alee = 9.5 x 10" 
6 6 1.8 x 107° 


= 0.938 x 10° (m/kmol)®> 
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lk 
At depth of 0.1 mm = 10-4 m: Vep= 93.8 








Cas 1/2 
and: ( 2) = | = 93.8 Cf” = 18.8 
Ca à 
Cas 1/2 
(=) = 19.8 
Ca 
0.04 3 
C= 1982 = 0.00010 kmol/m”. 


(ii) The molar transfer rate at surface is: 


dC, Zkz -an 
Na — D— = —4/ 22c} (D). 
á dy 3 p^s CP) 


2k D 3/2 
3 As 


2 
= Ns x 9.5 x 103 x 1.8 x 10-9(0.04)°/ 


= 3.38 x 107° x 0.008 = 2.70 x 1075 kmol/m’s. 





(ii) The molar transfer rate at depth of 0.1 mm is: 


2k2D 
Naa f Bee? 


= 3.38 x 107° x (0.00010)? = 3.38 x 107° kmol/m’s 





PROBLEM 10.32 


In calculating the mass transfer rate from the penetration theory, two models for the 
age distribution of the surface elements are commonly used—those due to Higbie and 
to Danckwerts. Explain the difference between the two models and give examples of 
situations in which each of them would be appropriate. 


(a) In the Danckwerts model, it is assumed that elements of the surface have an age 
distribution ranging from zero to infinity. Obtain the age distribution function for this 
model and apply it to obtain the average mass transfer coefficient at the surface, given 
that from the penetration theory the mass transfer coefficient for surface of age t is 
./[D/(xt)], where D is the diffusivity. 

(b) If for unit area of surface the surface renewal rate is s, by how much will the mass 
transfer coefficient be changed if no surface has an age exceeding 2/s? 

(c) If the probability of surface renewal is linearly related to age, as opposed to being 
constant, obtain the corresponding form of the age distribution function. 
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It may be noted that: 


Solution 


(a) If the age distribution function be f(t), then the surface in the age group ź to t + dt 
is: f(t) dt. 

Then, the surface of age (t+ dt) minus, the surface of age (t+ dt) is the surface 
destroyed in the df, or: 


f(t) — f(t + dt) = sf(t) dt 
or: —f (t + dt) dt = sf(t) dt 
As dt > 0, f(t) + sf(t) = 0 (i) 


sdt 


Using the integrating factor al = e" then: 


e" f(t) = K (const) 
and: f(t) = Ke™ (ii) 





CO et K 
the total surface = 1 = K | e™ dt = K | | =— 
0 0 


—s 
and hence: f(t) = se" 


The mass transfer rate into fraction of surface of age t to t+ dt (per unit total area of 


surface) is: 
D D 
4/—ACyse" dt = 4/—ACye“t-'/ dt 
mt T 


The mass transfer rate per unit area, 


D CO 
N; = aca f foe dt 
T 0 
Putting st = B*: sdt =2ßdg8 
D 00 g1/2 a 
and: Na =1/—AC,4 f — ef 28d 
T 0 B 
D CO 
=4/ aca | e`% dp 
H: 
D 
= 24/— ac = /DsAC, ii) 


N 
Thus: the mass transfer coefficient = Pies ~ Ds 


A 
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(b) For an age range of surface from 0 to 2/s, application of equation (ii) gives: 


2/s et 2/s K 
i=x/ eo dt = x | | =- (1 — e7?) 
S 


s 
1 — e72 





or: 


3 S —st 
and: f(t) = Ice? 


Thus N4 from equation (ii) is multiplied by factor 1/(1 — e~7) or: 
1 
Na = — Tv DsACA = 1.16 times the value in equation 3. 
—e 


1 
The mass transfer rate per unit total area of surface is: 


2/s D D 2/s 
Na= f —AC, | (1.16se~ dt) = <1.168C, | te dt 
0 mt T 0 





Putting: st = B 
then: pl? = 4 
and: sdt = 26 dB 
v2 2 
Integrating: | we, Ta Ê ag Te 
0 B S ~ Vs 
— NE erf V2 
-Js 2 


= ie erf /2 
S 
D T 
Na = 4\/ —1.165,/—ACg erf /2 = 1.16 x 0.954/DsAC4 
T S 


= 1.107V DsA C4 
The mass transfer coefficient, hp = 1.107V Ds, an increase of 10.7% 


(c) For probability of surface renewal being linearly related to age, s = kt (where k is a 
constant) 
Equation (i) becomes: 
f(t) + ktf(t) = 0. 
The integrating factor is: ed Hat — g? 
e264) = K 


and: f(t) = Keke /2 
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as 2 2. [8 2 
The total surface is: 1 = Kf e™/2 dt = x2 f eo)? d(/k/2)t 
0 0 


Putting 
fip afeti 
k 2 2k 
2k 
then: K=,/— 
T 


Pdi eee 2k pn 
and the age distribution function is: 4/ —e 
T 


PROBLEM 10.33 


Explain the basis of the penetration theory for mass transfer across a phase boundary. 
What are the assumptions in the theory which lead to the result that the mass transfer rate 
is inversely proportional to the square root of the time for which a surface element has 
been expressed? (Do not present a solution of the differential equation.) Obtain the age 
distribution function for the surface: 


(a) On the basis of the Danckwerts’ assumption that the probability of surface renewal 
is independent of its age. 

(b) On the assumption that the probability of surface renewal increases linearly with 
the age of the surface. 


Using the Danckwerts surface renewal model, estimate: 


(c) At what age of a surface element is the mass transfer rate equal to the mean value 
for the whole surface for a surface renewal rate (s) of 0.01 m? /m?s? 

(d) For what proportion of the total mass transfer is surface of an age exceeding 
10 seconds responsible? 


Solution 


(a) Danckwerts age distribution function 
Dividing the total unit surface into elements each of duration dt, then: 


— dt> dt- dt 





t-dt t t+dt t+2dt 


If the fraction of surface in age band ¢ to t + dt is f(t) dt, then: 


the fraction of surface in age band t — dt to t will be f(t — dt) dt. 
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The surface not going from t — dt/t to t/t + dt = f(t — dt) dt — f(t) dt 
= —f'(t — dt) dt dt 
This will be surface destroyed in time dt 
= (destruction rate x area of surface x time interval) 
= s[f(t — dt)dt]dt 
Thus: —f (t — dt)dt dt = s[f(t — dt)dt]dt 
As dt —> 0 then: f(t) + sf(t) = 0 
Using the Danckwerts model: s = const. 
ef (t) + se"f(t) = 0 
e"f(t) = K 
f(t) = Ke™ 


There is no upper age limit to surface 


—st 





00 oo 
Thus total surface = 1 = Kf e “dt = K | | = K/s o: K =s 
0 0 


f(t) = se ™. 
(b) s = at where a is a constant. 
Thus: e REA) + ate” PECA) =0 
eP = K 
and: f(t) =K reap? 
CO 2 CO 
For unit total surface: 1 = K’ n e’ dt = Kj? f e g ( st) 
0 a Jo 2 
7 2/1 
E a 2 
2 2 
and: K’ = Pes and f(t) = Py Zeza? 
T T 
(c) regarding surface renewal as random 


Cc 
For unit total surface, mass transfer (mol/area time) = i kt! 2 (se \dtA C4 
0 


CO 
= ACaks | t edt. 
0 


where AC, is the concentration driving force in moles per unit volume 
Putting st = x, then: sdt = 2x dx 


CO 
1 
The mass transfer rate = ksAC, Í x Vse 2x dx.— 
0 s 


oa Jt 
= ACa2k,/s e dx = ACa2kv s77 = ACAaky Ts 
0 
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The mass transfer rate at time t is: AC4kt~!/? 
Thus the age of surface at which rate = average is given by or: 








kt? = kyns 
1 100 
t= — = — =318s 
TS 
(d) Surface of age less than 10 seconds 


The mass transfer taking place into surface of age up to 10 s is given by the same 
expression as for the whole surface but with upper limit of 10 s instead of infinity 


Mot, 
or: Aci2ky5 | e™ dx 
0 


when t = 10 s: x = yst = /0.01 x 10 = 0.316 
The mass transfer into surface up to 10 s age is then: 


0.316 2 gfe 
AC y2kaJ/s | e* dx = ACA2k/s~ erf 0.316 = AC4k/ms x 0.345 
0 


Thus a fraction: 0.345 is contributed by surface of age 0 — 10 s and: 


a fraction: 0.655 by surface of age 10 s to infinity . 


PROBLEM 10.34 


At a particular location in a distillation column, where the temperature is 350 K and the 
pressure 500 m Hg, the mol fraction of the more volatile component in the vapour is 0.7 
at the interface with the liquid and 0.5 in the bulk of the vapour. The molar latent heat 
of the more volatile component is 1.5 times that of the less volatile. Calculate the mass 
transfer rates (kmol m~7s~!) of the two components. The resistance to mass transfer in 
the vapour may be considered to lie in a stagnant film of thickness 0.5 mm at the interface. 
The diffusivity in the vapour mixture is 2 x 1075 m?s7!. 

Calculate the mol fractions and concentration gradients of the two components at the 
mid-point of the film. Assume that the ideal gas law is applicable and that the Universal 
Gas Constant R = 8314 J/kmol K. 


Solution 


In this case: 
T = 350 K, 


500 
P = 500 mm Hg = (= x 101,300) = 0.666 x 10° N/m? 


D=2 x 10° m’/s 


P 0.666 x 10° 


d: G = — = AES 
= j os x 350 


) = 0.0229 kmol/m? 
RT 
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If: A=MVC B = LVC, then: 
ha = 1.5AR 
Ni Aa = —Nbàg 
X 
and: N = —N',, = -1.5N, 
ÀB 
j dxa f 
Na = Eu +urCa (from equations 10.46a and 10.19) 
dxa N} +N% 
= —DC C 
T dy + Cr A 
dxa 1 1 
= DCr dy + (Na 1.5N%4)XA 
dx 
N4 (1 + 0.5x4) = —DCr— (i) 
dy 
m o TE T dxa 
A Jo a T Jeg 1+0.5x4 
0.5 
N! x 5 x 1074 = —DC72 [na +0.5x4)] 
1.25 1 
Ni = —2DCr In — x ———— 
A rm 735 5x107 
= 1.41 x 1074 kmol/m’s 
and: Nz = (—)2.11 x 1074 kmol/m?s 


At the mid-point: y = 2.5 x 1074 m 
N% x 2.5 x 1074 = —2 x 107° x 0.0229 x 2/in(1 + 0.5x4) i 


l 1 + 0.5x4 1.41 x 1074 x 2.5 x 1074 
n—__ = — TT 


1.35. 2x 10-5 x 0.0229 x 2 
1.35 
ln" = = 0.0384 
zs 1 + 0.5x4 
and: x4 = 0.598 





The concentration gradient is given by equation (1) or: 
dxa — N4C + 0.5x4) 
dy =DCr 
When x, is 0.598, then: 
dx, _ 1.41 x 10-4(1 + 0.5 x 0.598) 
dy —2 x 10-5 x 0.0229 


= 400 m7! = 0.4 mm7! 
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dc dx, 
and: —* = Cr— = 9.16 kmol/m*. 
dy dy ———————— 


PROBLEM 10.35 


For the diffusion of carbon dioxide at atmospheric pressure and a temperature of 293 K, 
at what time will the concentration of solute 1 mm below the surface reach 1 per cent of 
the value at the surface? At that time, what will the mass transfer rate (kmol m~7s~!) be: 


(a) At the free surface? 
(b) At the depth of 1 mm? 


The diffusivity of carbon dioxide in water may be taken as 1.5 x 107° m’s~!. In the 
literature, Henry’s law constant K for carbon dioxide at 293 K is given as 1.08 x 10° 
where K = P/X, P being the partial pressure of carbon dioxide (mm Hg) and X the 
corresponding mol fraction in the water. 


Solution 





aC 4 aC 
ap 
at dy? 
where C4 is concentration of solvent undergoing mass transfer. 


The boundary conditions are: 


y = 0 (interface) C4 = C4, (solution value) t>0 
y = Cw Ca = 0 
t=0 Ca =0 0O<y<o 


Taking Laplace transforms then: 
dC œ (aC 
ZA = | (=) e dt 
ot 0 ot 


CO 
= [Cae PF" -f (—pe”™)C, dt = 0 + pCa 
0 














aC, = aC, 
dy2 ay? 
= C4 
Thus: C,=D 
u PLA Jy? 
aC = 
a P ta 
dy? D 


Ca = Aev P/PY 4 Be~wv P/Py 


Fort > 0; when y=co Ca=0, Ca=0 ».A=0. 


CO 
when y=O Ca=Cas Cas = f Case ” dt = Cas | 
0 








z Sr 
=P lo p` 
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Cas 











Thus: = B.1 
P 
= Cas 
and: Ca = =e 
Inverting: Ca = erfc 4 (See Table in Volume 1, Appendix) 
Cas 2./Dt 


Differentiating with respect to y: 


1 SER geal y ) 
Cas Oy OY (VT Sy rv Dt 2/Dt 








= 2, l (e?n = | yan 
Jn 2/Dt /xDt 
—1 
The mass transfer rate at t, y, N = -p{ eer Cas 
mDt 
dC D 
when: ft > 0, then: (-v%) = Cas4/ ete /4Dr (i) 
OY / yxy mDt 
D ce 
Att>0 and y=0, then: No = Cas4/ = (ii) 
T 


For a concentrated 1% of surface value at y = 1 mm, C4/C,, = 0.01 and: 


1 —3 
0.01 = erfc is} 


2/1.5 x 10-%r 
Writing erfx = 1 — erfc x, then: 
0.99 = erf(12.9117 1/2) 
From tables 1.82 = 12.9117 1/7 


t= 50.3 s 


The mass transfer rate at the interface at t = 50.3 s is given by equation (ii) as: 


pcan gs ace) LOO 
OT AN at “Vo x 50.3 
= 3.08 x 10-°C4, kmol/m? s 


The mass transfer rate at y = 1 mm. and t = 50.3 s is given by equation (i) as: 


2 _6 —10-6 —9 
N = Noe ™” /4Dt _ 3 08 x 19 ~Se7 10 °/(4x1.5x10 x50.3)C 


= 1.121 x 107’C4, where C4, is in kmol/m?. 
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Henry’s law constant, K = 1.08 x 10°, where: K = P/X. 


Also: P = 760 mm Hg 
X = Mol fraction in liquid 
X = 760/(1.08 x 10°) = 7.037 x 10-4 kmol CO, kmol solution (~ per kmol water) 


Water molar density = (1000/18) kmol/m* 


1000 
and: Cas = 7.037 x 107* (=F) = 0.0391 kmol/m? 
When y = 0, then: Nao = 1.204 x 1077 kmol/m’ s. 


When y = 1 mn, then: N4 = 4.38 x 107? kmol/m’ s. 


PROBLEM 10.36 


Experiments are carried out at atmospheric pressure on the absorption into water of 
ammonia from a mixture of hydrogen and nitrogen, both of which may be taken as 
insoluble in the water. For a constant mole fraction of 0.05 of ammonia, it is found that 
the absorption rate is 25 per cent higher when the molar ratio of hydrogen to nitrogen is 
changed from 1:1 to 4:1. Is this result consistent with the assumption of a steady-state 
gas-film controlled process and, if not, what suggestions have you to make to account for 
the discrepancy? 


Neglect the partial pressure attributable to ammonia in the bulk solution. 
Diffusivity of ammonia in hydrogen = 52 x 1076 m*/s 


Diffusivity of ammonia in nitrogen = 23 x 1076 m?/s 


Solution 
Using Maxwell’s Law for mass transfer of A in B then: 


—dP,4 





= FC4Cpg(ua — Up) (equation 10.77) 


dC, j , 
or: RE = FCaCaWa/Ca — Np/Co) 
X 


For an absorption process N% = 0 and: 





2 =N G) 
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(equation 10.30) 














dc 1 C 
From Stefan’s Law: -—* = Nix: = 
dy D Cr 
RT RT 7 
Thus: = = (ii) 
FCr DCr 
For the three-component system, equation 1 may be written: 
GOR Nae ES 
dy RT ABCB Acc 
F (2) F E d F aa 
rom (2): = —— an = 
^E DasCr ^C DacCr 
dc C C 1 
Substituting: -i =N, (£ £) — Gii) 
dy Dag Dac) Cr 
Stefan’s law for 3-components system may be written as: 
C dC 
N, = -D .— 4 where D’ is the effective diffusivity 
Cr — Ca dy 
dC 1 Cr-C 
or: SNe (iv) 
dy D Cr 
Comparing equations (iii) and (iv): 
1 1 Cz £ 1 Co 
Dac Cr— Ca 


D“ Das Cr— Ca 
_%e , c 
Dag Dac 
where x, and xç are mole fractions of B, C in the “stationary” gas. Taking A as NH3, B 


as H2 and C as N3, then: 








Case 1 
xp =0.5 xç =0.5 
1 0.5 0.5 
= ——__ ) = 0.03135 x 10° s/m? 
D (= x =) i (= x = | area 
and: D! = 31.9 x 107 m?/s 
1 — 0.95 0.05 xr 
“BM = [70.953]  In(0.957 ree ae, 
: D’ XT 1 >O URE 
Mass transfer rate, Na = —ACa— = -AC — D 
L XBm L XBm 
1 
= AC -31.9 
L XBm 


Case 2 
xp =0.8 xç = 0.2 


1 0.8 0.2 
lee ———__ } = 0.0241 x 10° s/m? 
D (= x 3) (z x =) a Rai 


and: D' = 41.5 x 107% m? /s 
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XT/XBm, L and AC, are as in case 1. 








R Ae" 2 Ne” is 
i L Se A L 4 Bm ; 
N’ 41.5 
Wa) = — = 1.30 or 1.3 times greater in the second case. 
(Ni) 319 == 


The observed ratio of two rates is only 1.25. This may be explained by: 


1. Steady-state film conditions do not exist and there is some periodic partial disruption 
of the film. 
Penetration model > N4 « D°*c/f. œ D for film model. 
In this problem observed result would be accounted for by: 


Ni, x D". 
where (1.3)” = 1.25 or m = 0.85. 


2. The assumption of a gas-film controlled process may not be valid. If there is a 
liquid-film resistance, the effect of increasing the gas-film diffusivity will be less 
than predicted for a gas-film controlled process. 

3. The value of the film thickness L is not the same because of different hydrodynamic 
conditions (second mixture having a lower viscosity). 

In this case, the film thickness would be expected to be reduced giving rise to the 
reverse effect so this is not a plausible explanation. 

4. Experimental inaccuracies! 


PROBLEM 10.37 


Using a steady-state film model, obtain an expression for the mass transfer rate across 
a laminar film of thickness L in the vapour phase for the more volatile component in a 
binary distillation process: 


(a) where the molar latent heats of two components are equal. 
(b) where the molar latent heat of the less volatile component (LVC) is f times that 
of the more volatile component (MVC). 


For the case where the ratio of the molar latent heats f is 1.5. what is the ratio of the 
mass transfer rate in case (b) to that in case (a) when the mole fraction of the MVC falls 
from 0.75 to 0.65 across the laminar film? 


Solution 


Case (a): With equal molar latent heats, equimolecular counter diffusion takes place and 
there is no bulk flow. 
Writing Fick’s Law for the MVC gives: 


Na = —D— (equation 10.4) 
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Integrating for the steady state, then: 


Ca Ca _ ng, 
y- yı L 


Case (b): The net heat effect at the interface must be zero and hence: 


Na =D (ay — Xa) (i) 


NI ÀA + Nbàg =0 
À 1 
and: N} = -N =-—N', 


ÀB f 
In this case: 


Total flux of A = Diffusional flux + Bulk-flow 


or: N’, = pi wae = -DC Miio (w N1) 
* pA a FA = _ Tan A — 
A dy dy A f A 
1 dx, 
Thus: We |1 — xa (t= + \| = -DCr—4 
i al a ( 7) ay 


L Cay 1 
v, f dy = -Dcr | —— A N dx, 
9 Cai 1-a (1-5) 
f 
D 1\]]*4 
ee a ete Nill 
( -) ‘Aue 
1-— ‘Ay 
f 
1 (1 r) 
Salia 
D 2 
ge Fe Ne (ii) 


f 
(1-2) oe (1-7) 
f ü f 


From equations (i) and (ii): 


1 
p- Nareaseb 1 1 Po (1-7) 
(N4) case a j L Xa — xa TE (1-7) 
f 1 
Substituting f = 1.5 then: 
1 1 
Ja 
xa, =0.75 xa, = 0.65 
TE E ee ES 
$ 0.75-0.65 1-0.75x} == 


For B: R = (1.303/1.5) = 0.869. 
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PROBLEM 10.38 


Based on the assumptions involved in the penetration theory of mass transfer across a 
phase boundary, the concentration C4 of a solute A at a depth y below the interface at a 
time ¢ after the formation of the interface is given by: 





fa = erfc | y | 
Cai 24 (Dt) 


where C4; is the interface concentration, assumed constant and D is the molecular diffu- 
sivity of the solute in the solvent. The solvent initially contains no dissolved solute. Obtain 
an expression for the molar rate of transfer of A per unit area at time t and depth y, and 
at the free surface (y = 0). 

In a liquid-liquid extraction unit, spherical drops of solvent of uniform size are continu- 
ously fed to a continuous phase of lower density which is flowing vertically upwards, and 
hence countercurrently with respect to the droplets. The resistance to mass transfer may 
be regarded as lying wholly within the drops and the penetration theory may be applied. 
The upward velocity of the liquid, which may be taken as uniform over the cross-section 
of the vessel, is one-half of the terminal falling velocity of the droplets in the still liquid. 

Occasionally, two droplets coalesce forming a single drop of twice the volume. What 
is the ratio of the mass transfer rate (kmol/s) at a coalesced drop to that at a single droplet 
when each has fallen the same distance, that is to the bottom of the column? 

The fluid resistance force acting on the droplet should be taken as that given by Stokes’ 
law, that is 3mudu where u is the viscosity of the continuous phase, d the drop diameter 
and u its velocity relative to the continuous phase. 

It may be noted that: 


f(x) -f ” dx 
eric(x) = = e $ 
VT Jx 


Solution 








ise erfe —— = a m -3°/4Dt g (<= ) 
Cai 2/Dt sT Jye 2/Dt 
Differentiating with respect to y at constant t gives: 


1 aC, 2 A 1 ~ 
Cai Oy T Oy | 2/Dt Jyo) 


ae (—e-/4Pty 





Ze y2/4Dt ar} 





JV mDt 


aC I D 
Thus: (Na), = -DZE = Ca;(—D),/ —(—e7” 4") = Caig —e- 4" 
oy mDt mt 


D 
At the interface, when y = 0: N4 = Cajy/ os bt! 
m 
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From Stokes’ Law, the terminal falling velocity of the droplet is given by: 
T 
3zuduo = Ga Os — p)g 


dg 


or: uo = Tag TOEA 
Thus, the time taken for the droplet to travel the depth H of the rising liquid is: 
H 


Since the liquid is rising at a velocity of 5K d? and the relative velocity is 
Kd? — }Kd? = $Kad’, the mass transfer rate (kmol/m’s) to droplet at end of travel is: 


The mass transfer rate to the drop is: 


| K | K [K 1 
by | —d (nad È = xb,/ —d* = nb,/ — — —d? 
2H 2H H A/N 


For coalesced drops, the new diameter is: 2! d 
The terminal falling velocity is: K2?/3d? 
Its velocity relative to the liquid is: K27/7d? — }Kd? = Kd?(2?/? — 3) 
A 


K 
Mass transfer rate at end of travel = bd4/ he 4/ (223 — $) kmol/m?s 
K 
Mass transfer rate to drop = bd4/ HAN | (22/3 — 5 (127d)? kmol/s 
K 
= mby/ FA | (2P — $)2? Pd? kmol/s 


The ratio of the mass transfer rate for the coalesced drop to the mass transfer rate for 


the single droplet is then: 
| (223 — 1)92/3 
a = 2.3 


1//2 = 


Thus: Time of fall of drop = 


R 


PROBLEM 10.39 


In a drop extractor, a dense organic solvent is introduced in the form of spherical droplets 
of diameter d and extracts a solute from an aqueous stream which flows upwards at 
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a velocity equal to half the terminal falling velocity uo of the droplets. On increasing 
the flowrate of the aqueous stream by 50 per cent, whilst maintaining the solvent rate 
constant, it is found that the average concentration of solute in the outlet stream of organic 
phase is decreased by 10 per cent. By how much would the effective droplet size have 
had to change to account for this reduction in concentration? Assume that the penetration 
theory is applicable with the mass transfer coefficient inversely proportional to the square 
root of the contact time between the phases and that the continuous phase resistance is 
small compared with that within the droplets. The drag force F acting on the falling 
droplets may be calculated from Stokes’ Law, F = 3zjdu,, where m is the viscosity of 
the aqueous phase. Clearly state any assumptions made in your calculation. 


Solution 


For droplets in the Stokes’ law region, the terminal falling velocity is given by: 
(7/6)d? (ps — p)g = 3n uduo 
d2 
or: uy = =E (os — p) = kd? 
18u 
The mass transfer rate to the droplet is Kt; '/* moles per unit area per unit time 
œ Kr}/* moles per unit area in time te 
x K ee d° moles per drop during time of rise 


The concentration of solute in drop: « Ktj/?d?/d? « Kt}/?d~'. 


Initial case: ug = kd? 
d? 
Rising velocity of liquid = EE 


k. kd? 
Velocity of liquid relative to container = kd? — ETEA 


H 
Time of exposure in height H = —— = te. 
kd? /2 


A 2H 4 2H _, 
Thus the concentration in the drop « K T x K Ba =C] 
Second case: New drop diameter = d’ 
kd? 3 
Rising velocity of liquid = 1.5 x E ye 
Rising velocity of drop relative to liquid = kd’ 
Velocity relative to container = kd’? — łka? 


H 


Time of exposure = —————— 
P k(d2 = ład?) 
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Concentration of solute in drop = K ti! 2’? 


1/2 
ee (d'y! 
"| ka= 3 


Given that: C2/C,; = 0.9, then: 


1/2 
K _ fo (d'7! ) 
k(d? — 3d?) 


= 0.9 
[2H 
K,/—d~? 
k 
d'~2 i 
Squaring gives: Er = 1.62d 
w d' 1 
Writing R = —, then: <a = 1.62 
d Rt — 3R? 


Rt — $R? — 0.6173 = 0 


R = 1.11 or 11.1 per cent increase 


PROBLEM 10.40 


According to the penetration theory for mass transfer across an interface, the ratio of the 
concentration C4 at a depth y and time f to the surface concentration C4, at the liquid is 
initially free of solute, is given by 


C 
Aiz erfc y 


Cas 24 Dt 


where D is the diffusivity. Obtain a relation for the instantaneous rate of mass transfer at 
time ¢ both at the surface (y = 0) and at a depth y. 

What proportion of the total solute transferred into the liquid in the first 90 s of exposure 
will be retained in a 1 mm layer of liquid at the surface, and what proportion will be 
retained in the next 0.5 mm? The diffusivity is 2 x 107°? m?/s. 








Solution 


For a rectangular particle: 


Thiele Modulus = @ = AL 


[k [5 x 107 = 
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L = $ = 4 mm or 0.004 m 
p = (500 x 0.004) = 2 
i tanhd  tanh2 0.96 . 
Thus the effectiveness factor, n = 3 = 7 = =a = 0.48 (equation 10.202) 


For a spherical particle: 
Thiele Modulus = ọ = AR 








— Volume $r ro 
~ Surface  4nr2? 3 
5 x 1073 
R = ——m 
3 
5 x 10-3 
500 — 
pe g 3 = 0.833 
(A) (R) 
; 1 1 f 
Thus the effectiveness factor, n = r coth 3@ — 362 (equation 10.215) 
1 
= —— coth2.5 — —_____ 
0.833 3 x 0.8332 


= (1.217 — 0.480) = 0.736 


PROBLEM 10.41 


Obtain an expression for the effective diffusivity of component A in a gaseous mixture 
of A, B and C in terms of the binary diffusion coefficients D4g for A in B, and Dac for 
A inC. 

The gas-phase mass transfer coefficient for the absorption of ammonia into water from 
a mixture of composition NH; 20%, Nz 73%. H) 7% is found experimentally to be 
0.030 m/s. What would you expect the transfer coefficient to be for a mixture of compo- 
sition NH; 5%, N2 60%, H2 35%? All compositions are given on a molar basis. The total 
pressure and temperature are the same in both cases. The transfer coefficients are based 
on a steady-state film model and the effective film thickness may be assumed constant. 
Neglect the solubility of Nọ and H, in water. 


Diffusivity of NH; in N? = 23 x 107° m?/s. 
Diffusivity of NH; in Hy = 52 x 1076 m?/s. 


Solution 


For case 1: 





23 x 10-6 52 x 10-6 
(from equation 10.90) 


. Mee hae ne i 73/80 7/80 
The effective diffusivity D’ is given by: ne ( ) + ( ) 
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or: D! = 24.2 x 107% m?/s 
: _ dD 1 
The mass transfer coefficient is: 
L \log mean 1 and 0.8 
-1 
24.2 x 1076 / 0.2 1 
= SAA (|) =4 x2 x10% = 0.030 mis 


and hence: L=0.90 x 107? m 
Case 2: 





1 60/95 35/95 
The effective diffusivity D' is given by: — = ( / ) + ( / ) 


23 x 10-6 52 x 10-6 
or: D! = 28.9 x 1076 m?/s 
F _ dD 1 
The mean transfer coefficient is: — - | —————_——____ 
L log mean | and 0.95 


—6 =1 
= oa 002), 60a ails 
0.9 x 10-3 In os = 


PROBLEM 10.42 


State the assumptions made in the penetration theory for the absorption of a pure gas into 
a liquid. The surface of an initially solute-free liquid is suddenly exposed to a soluble gas 
and the liquid is sufficiently deep for no solute to have time to reach the far boundary of 
the liquid. Starting with Fick’s second law of diffusion, obtain an expression for (i) the 
concentration, and (ii) the mass transfer rate at a time ¢ and a depth y below the surface. 

After 50 s, at what depth y will the concentration have reached one tenth the value at 
the surface? What is the mass transfer rate (i) at the surface, and (ii) at the depth y, if 
the surface concentration has a constant value of 0.1 kmol/m?? 


Solution 


C 
Dea erfc y 


Cas 2/Dt 


Differentiating with respect to y: 


tat {el areal y ) 
Cas ðy dy Va Jyo 2/Dt 





(equation 10.108) 
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When t = 50 s and C4/Cas = 0.1, then: 





0.1 = erfc a 
210-9 x 50 
y 
or: 0.9 = erf 
2/ Dt 
From Table 13 in the Appendix of Volume 1, the quantity whose error fraction = 0.9 is: 
y 
—— = 1.16 
24 Dt 


|D 
At the surface: (N4 )y=0,t = Cas 
T 


| 10-9 
= 0.1 
nx 50° 


= 0.252 x 107% kmol/m? s. 





At a depth y: N4 = 0.252 x 1076 x e~ 419” = 0.0656 x 1076 kmol/m?s. 


PROBLEM 10.43 


In a drop extractor, liquid droplets of approximately uniform size and spherical shape are 
formed at a series of nozzles and rise countercurrently through the continuous phase which 
is flowing downwards at a velocity equal to one half of the terminal rising velocity of the 
droplets. The flowrates of both phases are then increased by 25 per cent. Because of the 
greater shear rate at the nozzles, the mean diameter of the droplets is, however, only 90 
per cent of the original value. By what factor will the overall mass transfer rate change? 
It may be assumed that the penetration model may be used to represent the mass 
transfer process. The depth of penetration is small compared with the radius of the droplets 
and the effects of surface curvature may be neglected. From the penetration theory, the 

concentration C4 at a depth y below the surface at time f is given by: 
Ca 


= y 
rar am 


where Cas is the surface concentration for the drops (assumed constant) and D is the 
diffusivity in the dispersed (droplet) phase. The droplets may be assumed to rise at their 
terminal velocities and the drag force F on the droplet may be calculated from Stokes’ 
Law, F = 3xu du. 


here erfc X Ai -2 dx 
where eric =. e 
Vn Jx 


Solution 
Case 1: For a volumetric flowrate Q), the numbers of drops per unit time is: 


Qı 601 


(ird? nd} 
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The rising velocity is given by a force balance: 


3rd \u = tnd] (p1 — p2)g 


a 
or: uy = E (o —pm)= Kd; relative to continuous phase 


The downward liquid velocity is 4Kdj 


The upward droplet velocity relative to container is: 
2 2 2 
Kd} — $Kdj = 5Kdj 


and the time of contact during rise through height H is: 











t 2 (i) 
c= SS i 
3Kdj 
The mass transfer rate is: —D(0C4/dy). 
1 0c ð ð 2 of 
Thus: aot =o ferte 7 \-2{2/ gaca 4 )} 
Cas Oy 3y 2/Dt dy (VT Jy Di 2/Dt 
ee 
dy 2/Dt Ja Jy 
or: aCa = __Cas en /4Dt (=) = — Cas 
oy /mDt dy J y=0 JmDt 


The mass transfer rate at the surface is: (moles/area x time). 


Cas ) D 
—-D|— =4/—C 
( mDt mt as 


The mass transfer in time f, is: 


/D fel /D 
<Cas | fe dt = 2 ate Cas = Kt’ 


Substituting from equation (i): 





J/2H 
JKd, 





Mass transfer in moles per unit area of drop « 
The mass transfer per drop is proportional to: 
Jia; x V2 Za 
The mass transfer per unit time = Mass transfer per drop x drops/time 


. H 60; H Qı 
or: roportional to: /2,/—d, x — « 8.48,/——; 
REAPER e g nd} K xd? 


276 CHEMICAL ENGINEERING VOLUME 1 SOLUTIONS 


Case 2: diameter = 0.9d = d2, Q2 = 1.25Q, 
The number of drops per unit time is: 


60> 7.501 10.290; 


nds wO nd? 
Rising velocity = Kd? = K (0.9d1}? = 0.81Kd} 
Downward liquid velocity = ł x (4Kd}) = 0.625 Kd{ relative to continuous phase 


Rising velocity relative to container = 0.81 Kd? — 0.625 Kd? = 0.185Kd{ 





H 
Contact time, te, = eae 
0.185Kd; 
Mass transfer in time te, per unit area œ ktl/? x oars œ 2.3254/ Hoje 
2 2 0.185K d KA 

H i : H 

Mass transfer per drop x 2.325 g^ x (0.9d1) x 1.883 g” 
|H 10.29 

Mass transfer per unit time œx 1.8834/——d x eae! 
K md} 


H 
x (947) AL 
K ndj 


Thus, the factor by which mass transfer rate is increased is: (19.37/8.48) = 2.28 


PROBLEM 10.44 


According to Maxwell’s law, the partial pressure gradient in a gas which is diffusing 
in a two-component mixture is proportional to the product of the molar concentrations 
of the two components multiplied by its mass transfer velocity relative to that of the 
second component. Show how this relationship can be adapted to apply to the absorption 
of a soluble gas from a multicomponent mixture in which the other gases are insoluble, 
and obtain an effective diffusivity for the multicomponent system in terms of the binary 
diffusion coefficients. 

Carbon dioxide is absorbed in alkaline water from a mixture consisting of 30% CO2 
and 70% N3, and the mass transfer rate is 0.1 kmol/s. The concentration of CO, in the 
gas in contact with the water is effectively zero. The gas is then mixed with an equal 
molar quantity of a second gas stream of molar composition 20% CO2, 50%, N and 30% 
H2. What will be the new mass transfer rate, if the surface area, temperature and pressure 
remain unchanged? It may be assumed that a steady-state film model is applicable and 
that the film thickness is unchanged. 


Diffusivity of CO, in N; = 16 x 10~° m?/s. 
Diffusivity of CO, in Hz = 35 x 10~° m?/s. 


Solution 


MASS TRANSFER 277 


For a binary system, Maxwell’s Law gives: 

















dC, ; 
=E = FC4Cpg(u4 — ug) (equation 10.77) 
y 
For an ideal gas mixture: 
dC N, N, 
-RT —Ź = FC,Cz (5 = =) 
dy Ca Cg 
For a gas absorption process: N% = 0 if B is insoluble 
dc FC 
or: Ze 2 A (i) 
dy RT 
from Stefan’s law (equation 10.30): 
Cr dC 
N Sep 
Cp dy 
dc 1C 
or: -4 = N,- (ii) 
dy D Cr 
1 Cr— Ca st 
= N’,————— ill 
AD Gr (iii) 
Comparing equations (i) and (ii): 
F 1l 
RT DCr 
RT RT 
or: = — o D= 
DCr FCr 
Applying Maxwell’s law to a multicomponent system gives: 
dC, 
> ae = FapCaCp(ua — ug) + FacCaCc(a — uc) +--> 
For B, C... insoluble Nh, No... =0 
Writi F dF RI 
riting: = , an =. 
5 “3 DasCr ^C DacCr 
th a te ree 
en: = ee sok, 
dy  DacCr ^” DacCr ^C 
SE (S Cer. ) 
dy Cr \Daz Dac 


From equation (iii), using an effective diffusivity D’ for a multicomponent system gives: 


dCa_,, 1 Cr- Ca 
dy “4D Cr 


(iv) 
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Comparing equations (iii) and (iv), then: 


1o 1 i ae \ 
D' Cr—Ca \Dap Dac ` 
Aw 4. Xe 
Das Dac 

Cp Cc 
Sint, 

Cr— Ca Cr— Ca 
= mole fraction of B,C... in mixture of B, C 


/ / 
where xp, Xc: 


For absorption of CO2 from mixture with No, the concentration driving force is: 
ACa = Cr(0.3 — 0) = 0.3C 7 


where Cr is the total molar concentration 





C 
The mass transfer rate for an area A = AN’, = AC Ay ae ‘A 
Bm 
where: C Bm is the log mean of 1 x Cr and 0.7Cr 
Cr —0.7C C 
or: Cem = T = 0.841Cr and: ~- = 1.189 
Cr C Bm 
In 
0.7Cr 
16 x 1076 _¢CrA 
Mass transfer rate, AN), = er 1.189 A=5.71 x 10 DE = 0.10 kmol/s 
CrA 
or: a= = 0.0175 x 10° kmol/m?. 


For absorption of CO7 from mixed stream, stream composition must be calculated. 


100 moles stream 1 —> 30 moles CO, 70 moles N3 
100 moles stream 2 — 20 moles CO2 50 moles N2 30 moles H2 
200 moles mixture — 50 moles CO2 120 moles N2 30 moles H2 


100 moles mixture — 25 moles CO, 60 moles N 15 moles H2 
60 ; 15 


tn, = 7s = 0.8 Mn = 75 = 0.2 


Diffusivity of CO, in mixture is given by: 








1 08 M 0.2 
D' 16x106 35x106 
1076 1 1 
= — + — = 0.0557 2 
P 0 175 0.0557 s/m 


D' = 17.9 x 1076 m?/s 
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Thus: AC, = Cr(0.25 — 0) = 0.25Cr 
1 — 0.75 C 
Cem = —— Cr = 0.869Cr— = 1.150 
In 0.75 CBm 


and the mass transfer rate: 


17.9 x 1076 e ACT 
ANy = 0.25Cr—— 7 ——1.150A = 5.15 x 107% = kmol/s = 0.090 kmol/s 


PROBLEM 10.45 


What is the penetration theory for mass transfer across a phase boundary? Give details 
of the underlying assumptions. 

From the penetration theory, the mass transfer rate per unit area N4 is given in terms of 
the concentration difference AC, between the interface and the bulk fluid, the molecular 
diffusivity D and the age t of the surface element by: 


/D 
Na = FACA kmol/m?s (in SI units) 
T 


What is the mean rate of transfer if all elements of the surface are exposed for the same 
time te before being remixed with the bulk? 

Danckwerts assumed a random surface renewal process in which the probability of 
surface renewal is independent of its age. If s is the fraction of the total surface renewed 
per unit time, obtain the age distribution function for the surface and show that the mean 
mass transfer rate N4 over the whole surface is: 


Na =VDsAC,4_ (kmol/m?s, in SI units) 


In a particular application, it is found that the older surface is renewed more rapidly than 
the recently formed surface, and that after a time s7!, the surface renewal rate doubles, 
that is it increases from s to 2s. Obtain the new age distribution function. 


Solution 


Assuming the age spread of the surface ranges for t = 0, to t = oo, consider the mass 
transfer per unit area in each age group is ¢ to t+ dt and so on. 
Then the mass transfer to surface in age group ¢ to t + df is: 


D 
=4/ AC "dt 
Fra 


Thus the total mass transfer per unit area is: 
t 
121" 
t D 
T = 24) AC? 
5 IT 


[D te [D 
Zac, | t! dt 4) — AC, 
TT 0 TE. 0 
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The average mass transfer rate is: 


1 Dee D 
—<2 —ACat, =2 ACA 
i; T Tte 


In the steady state if f(t) is the age distraction function of the surface, then: 





surface in age group ¢ to t + dt = f(t) dt 
and: surface in age group ¢ — dt to t = f(t — dt) dt 
Surface of age t — dt to t which is destroyed is that not entering the next age group 

f(t — dr) dt — f(t) dt = s {f(t — dt) dt} dt 

As dt — 0, then: —f (t) dt dt = sf(t) dt dt 

e"f (t) te" sf(t) = 0 
Integrating gives: e"f(t) =K 
then: f(t) = Ke™ (i) 





o0 est oO K 
As the total surface= 1, Kf e™ dt = K | | =— ..K=s 
0 —S jo S 


and: f(t) = se" (ii) 


The mass transfer rate into the fraction of surface in the age group t — t dt is: 


D —st 
— ACCase st dt 
mt 


The mass transfer rate into the surface over the age span t = 0 to t = œ is: 


D OP L12 st D 
—ACas t e" dt = —ACa 
T 0 T 





Putting = st = 6’, then: t '/? = = 
and: sdt = 26d. 
pa [Goh BF frag T 
o Æ sS Js Jo Js 2 sS 


Thus the mass transfer rate per unit area for the surface as a whole is: 


D 
\/ —ACas,/— = VDsACy 
T S 


With the new age distribution function: 


1 
0<t<-, surface renewal rate/area =s f(t) = Ke“ 
I s from equation (ii) 
Ż <t<œ0, surface renewal rate/area = 2s f(t) = K’e~*™ 
s 
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1 1/s et I/s 
Fraction of surface of age 0 to - = K f e™ dt = K | | = —(1 — e7!) 
S 0 = 0 S 





1 [0.0] 
Fraction of surface of age — to œo = K’ i 
s 


—2st 7 © 1 

e K 

e7% dt = K' | | = >e? 
1/s —2s 


1/s ~ 2s 
The total surface is unity or: a — e7!) + Ko 
At t = (1/s), both age distribution functions must apply, and: 

Ke™! = K'e™? or: K' =K -e 


K K 
Thus, for the total surface: 1 = —(1 — e7!) + =e? 
s s 


Thus: K =s(1 — łe7!)! K = se(1 — te!) 
1 E 
Thus 0 <1 < Ż f() =s(1—4e1) e 
KY 
1 : = 
—~<t<© f(t) = se (1 — 5e7') 1 92st 5 (1 — $e!) l gl—2sr 
S Ne eS 


PROBLEM 10.46 


Derive the partial differential equation for unsteady-state unidirectional diffusion accom- 
panied by an nth-order chemical reaction (rate constant k): 
aC 3C 
Mayes 


a (Oy? we 





where C4 is the molar concentration of reactant at position y at time t. 

Explain why, when applying the equation to reaction in a porous catalyst particle, it is 
necessary to replace the molecular diffusivity D by an effective diffusivity De. 

Solve the above equation for a first-order reaction under steady-state conditions, and 
obtain an expression for the mass transfer rate per unit area at the surface of a catalyst 
particle which is in the form of a thin platelet of thickness 2L. 

Explain what is meant by the effectiveness factor n for a catalyst particle and show 
that it is equal to (1/) tanh for the platelet referred to previously where ọ is the Thiele 
modulus L./(k /De). 

For the case where there is a mass transfer resistance in the fluid external to the 
particle (mass transfer coefficient hp), express the mass transfer rate in terms of the bulk 
concentration C4, rather than the concentration Cas at the surface of the particle. 

For a bed of catalyst particles in the form of flat platelets it is found that the mass 
transfer rate is increased by a factor of 1.2 if the velocity of the external fluid is doubled. 
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The mass transfer coefficient hp is proportional to the velocity raised to the power of 0.6. 
What is the value of hp at the original velocity? 


k = 1.6 x 107° s™!, D, = 1078 m’/s 
catalyst pellet thickness (2L) = 10 mm. 


Solution 


(i) The partial differential equation for unsteady-state diffusion accompanied by chem- 

ical reaction is derived in Volume 1 as equation 10.170 

(ii) The molecular diffusivity D must be replaced by an effective diffusivity De because 
of the complex internal structure of the catalyst particle which consists of a multi- 
plicity of interconnected pores, and the molecules must take a tortuous path. The 
effective distance the molecules must travel is consequently increases. Further- 
more, because the pores are very small, their dimensions may be less than the 
mean free path of the molecules and Knudsen diffusion effects may arise 

(iii) Equation 10.170 is solved in Volume 1 to give equation 10.199 for a catalyst 
particle in the form of a flat platelet 

(iv) The effectiveness factor is the ratio of the actual rate of reaction to 
that which would be achieved in the absence of a mass-transfer resistance. For a 
platelet, it is evaluated in terms of the Thiele modulus as equation 10.202 

(v) For the case, where there is an external mass transfer resistance, the reaction rate 
is expressed in terms of the bulk concentration as equation 10.222: 


K Cao 
(1/n) + kL /hp) 
Fork = 1.6 x 107° s™!, D,=1078 m?/s, L=5x 107? m: 


1.6 x 107? 
Ly = 1 34 [| 
d= =5~x 107 103 


n= = tanh = tanh? = 22 = 0.48 


1 1 
nkL 0.48 x1.6x 1073 x5x 1073  3.84x 10-6 


If the original value of mass transfer coefficient is hp, the new value at twice original 
velocity = hp(2)°° = 1.516 hp. Given that the overall rate is increased by a factor of 1.2: 


R, = 


= 0.260 x 10°. 





1 1 
=. S of I -S 1.2 
0.260 x 106 + 0.260 x 106 + T 
D 


1.516hp 
1 
(0.260 x 106 + +) 
hp =12 


1 
(0.260 x 10° + 0.667) 
hp 
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1 1 
0.260 x 10° + — = 0.312 x 10° + 0.792— 
hp hp 


1 
= 0.25 x 10° and: hp = 4.0 x 1076 m/s. 
D p 


PROBLEM 10.47 


Explain the basic concepts underlying the two-film theory for mass transfer across a phase 
boundary and obtain an expression for film thickness. 

Water evaporates from an open bowl at 349 K at the rate of 4.11 x 10° kg/m?s. What 
is the effective gas-film thickness? 

The water is replaced by ethanol at 343 K. What will be its rate of evaporation in 
kg/m?s if the film thickness is unchanged? 


At the surface of the ethanol, what proportion of the total mass transfer will then be 
attributable to bulk flow? 
Data. 


Vapour pressure of water at 349 K = 34 mm Hg 

Vapour pressure of ethanol at 343 K = 544 mm Hg 

Neglect the partial pressure of vapour in the surrounding atmosphere 
Diffusivity of water vapour in air = 26 x 10~° m?/s 

Diffusivity of ethanol in air = 12 x 107% m?/s 

Density of mercury = 13,600 kg/m? 

Universal gas constant R = 8314 J/kmol K 


Solution 


For evaporation for a free surface, Stefan’s law is applicable or: 


Cr dc Cr dc 
pores p t 








N == ps] from equation 10.30 
A Cs dy Cia ERa ) 
C 
Integration gives: Ni = Cr In E 
y- y Ca, 
D C 
= —* (Ca — Car) 
Y2 — yı CBm 


For water: Vapour pressure, P41 = 301 mm Hg at 349 K 


_ Pa _ (0.301 x 13,600 x 9.81) 
ORT (8314 x 349) 


= 0.0138 kmol/m? 


At 349 K: Cal 
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P __ (0.760 x 13,600 x 9.81) 


Cr = — = 
T RT (8314 x 349) 
= 0.0350 kmol/m? 
For air: Czy = Cr — Ca, = (0.0350 — 0.0138) 
= 0.0212 kmol/m? 
and: Cm = Cr = 0.0350 kmol/m’. 
26 x 1076 0.0350 
The evaporation rate of water is: Ni, = 2x y 0.0350 In (a) 
y2— yı 0.0212 
0.456 x 1076 
ca ere olmes 
y2—- yı 


But: Ni = 4.11 x 1077 kg/m’s = 0.228 x 107° kmol/m’s. 
giving a film thickness of: (y2 — 542 x 107° m = 2 mm 


For ethanol: Vapour pressure = 541 mm Hg at 343 K. 
Pa, _ (0.541 x 13,600 x 9.81) 





At 343 K: Cp = = 
ae RT (8314 x 343) 
= 0.0253 kmol/m? 
P (0.760 x 13,600 x 9.81) 
Cr SS SS SS 


RT (8314 x 343) 
= 0.0356 kmol/m? 
Cgi = (Cr — Cas) = 0.0103 kmol/m? 





and: Cp = Cr = 0.0356 kmol/m? 
12 x 10-6 0.0356 
Th ti te of ethanol, N’, = | —————. 0.0356 x 1 
e evapora 10N rate or ethano A ( 0.002 ) x x In (saa) 


= 0.265 x 107° kmol/m’s 
= 12.2 x 1073 kg/m’s 


The total flux at any location = diffusional flux + bulk flow 


bulk flow _ diffusional flux a Cp 
total flux total flux Cr 





At the ethanol surface, the proportion of flux due to bulk flow is: 


__ 9.0103 -071 
0.0356 == 


SECTION 11 


The Boundary Layer 


PROBLEM 11.1 


Calculate the thickness of the boundary layer at a distance of 75 mm from the leading 
edge of a plane surface over which water is flowing at a rate of 3 m/s. Assume that the 
flow in the boundary layer is streamline and that the velocity u of the fluid at a distance 
y from the surface can be represented by the relation u = a+ by + cy? + dy’, where the 
coefficients a, b, c, and d are independent of y. The viscosity of water is 1 mN s/m/?. 


Solution 


At a distance y from the surface: u = a + by + cy? + dy’. 

When y = 0, u = 0, and hence a = 0. 

The shear stress within the fluid: Ro = — u (9u/3y)y=o and since (du/dy) is constant for 
small values of y, (0?u/dy”)y—o = 0. 
At the edge of the boundary layer, y = 6 and u = us, the main stream velocity. 


du/dy = 0 and u = by + cy? + dy? 
du/dy = b + 2cy + 3d y? and 3?u/ðy? = 2c + 6dy 


When y = 0, 3?u/3y? = 0, and hence c = 0. 
When y = ô, u = bô + d& = us 


and: du/dy = b + 3dë? = 0 
b = —3d 8? 
d = —u;/28° and b = 3u,/25 
The velocity profile is given by, u = (3usy/28) — (us/2)(y/6)° 
or: u/us = 1.5(y/8) — 0.5(y/8} (equation 11.12) 


The integral in the momentum equation 11.9 is now evaluated, and substituting from 
equations 11.14 and 11.15 into equation 11.9: 


(5/x) = 4.64 Rez’? 
Re, = (0.075 x 3 x 1000/1 x 107°) = 225,000 
5/x = (4.64 x 225,000~>) = 0.00978 
and: ô = (0.00978 x 0.075) = 0.000734 m or 0.734 mm 
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PROBLEM 11.2 


Water flows at a velocity of 1 m/s over a plane surface 0.6 m wide and | m long. Calculate 
the total drag force acting on the surface if the transition from streamline to turbulent 
flow in the boundary layer occurs when the Reynolds group Re, = 10°. 


Solution 


See Volume 1, Example 11.1 


PROBLEM 11.3 


Calculate the thickness of the boundary layer at a distance of 150 mm from the leading 
edge of a surface over which oil, of viscosity 50 mN s/m° and density 990 kg/m?, flows 
with a velocity of 0.3 m/s. What is the displacement thickness of the boundary layer? 


Solution 


See Volume 1, Example 11.2 


PROBLEM 11.4 


Calculate the thickness of the laminar sub-layer when benzene flows through a pipe 
50 mm diameter at 0.003 m3/s. What is the velocity of the benzene at the edge of the 
laminar sub-layer? Assume fully developed flow exists within the pipe. 


Solution 


See Volume 1, Example 11.3 


PROBLEM 11.5 


Air is flowing at a velocity of 5 m/s over a plane surface. Derive an expression for the 
thickness of the laminar sub-layer and calculate its value at a distance of 1 m from the 
leading edge of the surface. 

Assume that within the boundary layer outside the laminar sub-layer, the velocity of 
flow is proportional to the one-seventh power of the distance from the surface and that 
the shear stress R at the surface is given by: 


(R/pu;) = 0.03 (uspx/ u) °? 


where p is the density of the fluid (1.3 kg/m? for air), u is the viscosity of the fluid 
(17 x 1076 N s/m? for air), u, is the stream velocity (m/s), and x is the distance from 
the leading edge (m). 
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Solution 
The shear stress in the fluid at the surface: R = —u,/y 
From the equation given: R = 0.03 pu? (u /us px)?” 
Ux = (0.03 pu; y/u )(u /uspx)}? 
If the velocity at the edge of the laminar sub-layer is up, Uy = up when y = ôp. 
up = (0.03 pu58p/u)(u/us8 p)? 
and: (8p /8) = 33.3 (up /us)(u /us8 p)?’ 
From equation 11.24, the velocity distribution is given by: 
(8/8)! = (up/us) 
and hence: (up/us)' = 33.3 (up/us)(u/usô p)?’ 


or: (up/us) = 1.65(u/usôp)™" 
= 1.65 Rez”! " 


Substituting 0.376x°8 (u /usp)®? for 5 from equation 11.29: 
(up/us) = 1.65[0.376us px? u?? / (ue? p®?)] 9" 


= (1:65/0.376 8 ye? p08 7,98) O 


S 


= 1.85 Re?” 
Now: (54/5) = (up/us)’ = 74.2 Re? 
From equation 11.31: (5/x) = 0.376 Rez’? 


(5p/x) = (74.2 x 0.376)/(Re? Re?) 
= 27.9 R’? 
In this case: Re, = (1 x 5 x 1.3/17 x 1076) 
= 3.82 x 10° 
5p = 1.0 x 27.9(3.82 x 10°)? 
= 6.50 x 1074 m or 0.65 mm 


PROBLEM 11.6 


Obtain the momentum equation for an element of the boundary layer. If the velocity profile 
in the laminar region can be represented approximately by a sine function, calculate the 
boundary layer thickness in terms of distance from the leading edge of the surface. 
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Solution 


The derivation of the momentum equation for an element of the boundary layer is 
presented in detail in Section 11.2 and the final expression is: 


l 
ESRO f Guindy 
0 


A sine function may be developed as follows. When y = 0, u, = 0 and when y= ô, 
Ux = Us. 


Thus: ux = Us Sin(ay) 
and when y = ô, sin ay = 7/2 or aô = 7/2 anda=7/26. 
Ux = Us Sin(wy/2d) 
and over the range 0 < y < 4, 
(ux/us) = sin[(r/2)(y/8)] 


The integral in the momentum equation may now be evaluated for the laminar boundary 
layer considering the ranges 0 < y < 6 and ô < y </ separately. 


l 5 
i | (us — Ux uy dy =| u, {1 — sin[(r/2)(y/5)]}{sin[ 0r/2)/8)]} dy 
l 
+f (us Ta Us Us dy 
ô 


ô 
=u f [sin(ry/28) — sin? (ry/28)] dy 
0 


= u[-[cos(ry/28)]/ (1/28) — y/2 + sin(ry/8)/27/8)1 
= w3[(2/m) — (1/2) 
Ro = —u(ðux/3y)y=0 = — Husn /28 


and substituting in the momentum equation: 


si. l 
po |usd {| — — = Ox = [Lust /26 
i m 2 


dô = un? dx/pu,(4 — 7) 
8/2 = [n° /(4 — x)](ux/ pus) 
and: 5 = 4.80 (ux/ pus)?” 
(8/x) = 4.80(u/xpus)™” = 4.80 Re7?5 
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PROBLEM 11.7 


Explain the concepts of “momentum thickness” and “displacement thickness” for the 
boundary layer formed during flow over a plane surface. Develop a similar concept to 
displacement thickness in relation to heat flux across the surface for laminar flow and heat 
transfer by thermal conduction, for the case where the surface has a constant temperature 
and the thermal boundary layer is always thinner than the velocity boundary layer. Obtain 
an expression for this ‘thermal thickness’ in terms of the thicknesses of the velocity and 
temperature boundary layers. 

Similar forms of cubic equations may be used to express velocity and temperature 
variations with distance from the surface. 

For a Prandtl number, Pr, less than unity, the ratio of the temperature to the velocity 
boundary layer thickness is equal to Pr!/?. Work out the ‘thermal thickness’ in terms of 
the thickness of the velocity boundary layer for a value of Pr = 0.7. 


Solution 


Consideration is given to the streamline portion of the boundary layer in Section 11.3 
where, assuming: 
Uy = Up tay + by? + cy? (equation 11.10) 


it is shown that the equation for the velocity profile is: 
(ux/us) = 1.5(y/8) — 0.5(y/5)3 (equation 11.12) 
The equivalent equation for the thermal boundary layer will be: 
(0/9s) = 1.5/8) — 0.5/8 


where 6, is the thickness of the thermal boundary layer. 
The heat flow is given by: 


l 
Q= | C,puxT dy 
0 


l 
= usTsCpp f [1.5(y/8r) — 0.5(y/8;)°L1.5(y/8) — 0.5/8) ] dy 


This is made up of two components: 
the heat flow through the thermal boundary layer: 


(51/8) 
= UT sCyp | {(2.25y"/8 - 6,) — 0.75 y*/(8°6,) — 0.75 y*/(5 - 6?) 
0 


+ (0.25 y°/5°5?)} d(y/8) 


and the heat flow through the velocity boundary layer between y = ô, and y = ô: 


1 


= UsTs Cp pô / 


[1.5y/5 — 0.5(y/8)°] d(y/8) 
(54/5) 


290 CHEMICAL ENGINEERING VOLUME 1 SOLUTIONS 


Thus, putting o = (6,/6), the heat flow becomes: 


Q = usT Cp | I (2.25(y/8 /o — 0.75(y/8)4(1/o + 1/0°)) + 0.25(y/8)f /0°) d(y/8) 
0 


l 
+ i: 1.5/8) — 0.5(y/8)? d(y/8) 


= usT C, pô[(0.750°/o — 0.150° (1/0 + 1/07) + 0.03607 /0°) 
+ (0.75(1 — o°) — 0.125(1 — o*))] 
= UsT sC,p5(0.625 — 0.150? + 0.01070%) 
The heat flow from ô to d* in the absence of boundary layers = (6 — ô% )usT,oC,. 
(5 — 6*) = 5(0.625 — 0.1507 + 0.01070*) 
and: (5* /5) = 0.375 + 0.1507 — 0.01070* 


When o < 1, then o = Pr~??? 
and neglecting the o* term, an approximate value is: 


(5*/5) = 0.375 + 0.15Pr 9 
When Pr = 0.7, Pr®® = 0.788 
and: (5*/5) = (0.375 + 0.15/0.788) = 0.185 


(Since this is much less than 1, neglecting the o* term is justified.) 


PROBLEM 11.8 


Explain why it is necessary to use concepts, such as the displacement thickness and the 
momentum thickness, for a boundary layer in order to obtain a boundary layer thickness 
which is largely independent of the approximation used for the velocity profile in the 
neighbourhood of the surface. 

It is found that the velocity u at a distance y from the surface can be expressed as a 
simple power function (u x y”) for the turbulent boundary layer at a plane surface. What 
is the value of n if the ratio of the momentum thickness to the displacement thickness 
is 1.78? 


Solution 


The first part of this problem is discussed in Section 11.1. If the displacement and the 
momentum thicknesses are 5* and êm respectively, then: 


ô ô 
the momentum flux = f uy dypuy = f us dypüs 


3 ô 
and: the mass flux = | uy dyp = I us dyp 
0 


ôx 
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ô 
J u’ dy = u; (8 — ôm) 
0 


3 
and: | uy dy = us(ô — 5") 
0 


1 
f E E 6) 


1 
and: f (uy /us) d(y/8) = 1 — (6/8) 


1 1 
(n/8*) = i- J (usu)? a/d) | i- l (uy/u) 40/8) 


If (uy/us) = (y/8)", then: 
1 1 
f ATOE f (y/3)" d(y/8) = 1/1 + 1) 


1 1 
and: I ATOE Í (y/8" d(y/8) = 1/Qn+ 1) 
(6m/5") = [1 — 1/2n + D/L — 1/(n + 1)] = 2(n + 1)/(2n + 1) 
When (6,,/5*) = 1.78: 


1.78 = 2n + 2/(2n + 1) = 3.56n + 1.78 = 2n +2 
and: n = (0.22/1.56) = 0.141 or approximately 1/7. 


PROBLEM 11.9 


Derive the momentum equation for the flow of a fluid over a plane surface for conditions 
where the pressure gradient along the surface is negligible. By assuming a sine function 
for the variation of velocity with distance from the surface (within the boundary layer) 
for streamline flow, obtain an expression for the boundary layer thickness as a function 
of distance from the leading edge of the surface. 


Solution 


Using the nomenclature of Fig. 11.5, the argument presented in Section 11.2 results in 
the expression known as the momentum equation, given in equation 11.9, which may be 
expressed as: 


l 
pay | Ux (Us = ux)dy =. —Ro (i) 
0 
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If the velocity within the boundary layer may be represented by a sine function: 
(ux/us) = sin[(st/2)(y/5)] (ii) 
l 1 
the integral: | Ux (Us — Uy) dy = uo | (ux /us)(1 — (uy/us)) d(y/S) 
0 0 


and, substituting from equation (ii): 
l 1 
f ts- moray =s tsintar/29(9/8) — sin? er/D0/8 40/8) 


1 
=u { [—(2/x) cosl (x7/2)(9/8)]] , — 0.5 f (1 — cos sry/8) a/d} 


= 025{(2/n — 0.5 + [1/x) sin(ry/8)] o} 
= w ê(2/m — 0.5) = 0.1366u7ô 
From equation (ii): ux = us Sin[(7/2)(y/5)] 
dux/dy = us(7/28) cos[(7/2)(y/8)] 


and when y = 0: 


(dux/dy)y=0 = (17/2)(us/6) 
But: Ro = —u(dux/dy)y=0 = — (2/2) (us /5) 
Therefore, substituting in equation (i): 
9/dx(0.1366u25) = (7/2) (uus/8) 
5d5 = (u/pus)(7/0.2732) dx 

8° /x = (x/pus)(1/0.2732) 

8° /x? = (w/pusx)(11/0.1366) 
and: (5/x) = 4.80 Re~ °° 


PROBLEM 11.10 


Derive the momentum equation for the flow of a viscous fluid over a small plane surface. 
Show that the velocity profile in the neighbourhood of the surface can be expressed 
as a sine function which satisfies the boundary conditions at the surface and at the outer 
edge of the boundary layer. 
Obtain the boundary layer thickness and its displacement thickness as a function of the 
distance from the leading edge of the surface, when the velocity profile is expressed as a 
sine function. 
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Solution 


The derivation of the momentum equation is given in Section 11.2 to give: 


a l 
P= if ty (Us — Uy) dy = —Ro = u (dus /dy)y=0 (equation 11.9) (i) 
x Jo 
If the velocity profile is a sine function, then: 


(ux/us) = sin[(st/2)(y/5)] 


Differentiating: 
(1/us)dux/dy = (30/25) cos[ (x/2)(y/8)] 


When y = 6, uy = u, and (du,/dy) = 0 
Differentiating again: 
(1/us)8ux/Ay” = (=x /48°) sin[(r/2)(y/5)] 
When y = 0, ux = 0 and 07u,/dy* = 0 


Substituting, noting that uy = us when y > ô: 


l ô 
f T E aie f sin(y/3)(se/2)[1 — sin(y/8)(or/2)] dy 
0 0 


1 
= ud | [sin(y/5)(2/2) — 0.5(1 — cos(ym/6d)] d(y/8) 
0 


= Ws ([-2/x cos(y/5)(x/2))] — 0.5 [y/4] 4 + 0.5 [(1/7) sin(y7/8)] J 

= už8((2/7) — 0.5 +0) = 0.1366u25 (as in Problem 11.8) 
Substituting in equation (i): 

p9(0.1366u25)/ dx = u(7/2)us/ô 
dé = ((t/2)/0.1366)(4/ pus) dx 
If 6 = 0 when x = 0: 
5° /x = 11.5(ux/ pur) 

and: (6/x)* = 11.5(u/pusx) and (6/x) = 3.39 Re? 


The displacement thickness, ô* is given by: 


ô 
RE | us sin[(y/8)(1/2)] dy = us(28/7) [— cos[(9/80/21]} 


ô — 5* = 25/n = 0.6378 
and: 5* = 0.3636 
(5*/x) = (0.363 x 3.39) Re? = 1.23 Rez? 
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PROBLEM 11.11 


Derive the momentum equation for the flow of a fluid over a plane surface for conditions 
where the pressure gradient along the surface is negligible. By assuming a sine function 
for the variation of velocity with distance from the surface (within the boundary layer) 
for streamline flow, obtain an expression for the boundary layer thickness as a function 
of distance from the leading edge of the surface. 


Solution 


The total mass flowrate through plane 1—2 is: fe pu, dy. 


The total momentum flux through plane 1-2 is: f pu? dy 
l fa 
Change in mass flowrate from 1—2 to 3—4 is: ax {f pux dy} dx 
x 


ð 
Change in momentum flux from 1-2 to 3—4 is: ne {fo pu? dy} dx. 
x 


Change in momentum flux is attributable, in the absence of pressure gradient, to: 
(a) Momentum of fluid entering through 2—4 


Since all this fluid has velocity us, the momentum flux is: 


(= [m0] =} 


(b) Force due to shear stress at surface = Ro dx. 


Thus a momentum balance gives: 


a l a : 
— {/ uz ay} dx = ŽI pu ay} dx.us + Ro dx. 
ox 0 ox 0 
0 l 
P T Ux (Us — may} =—Ko 
ox 0 


Representing velocity within boundary layer by a sine function, then: 


Uy : (Z =) 

— = sin | — > 

Us 26 
Thus: 


l lu T y 
(Us — ux)dy =u2s | —(1——) d(= 
fra ux) dy df ( “:) (5) 


1 
= | (sin. 2 — sin? ==) a> 
* Jo 2 6 28/7 ô 
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2 ata] -3 (1-2) a(Z)} 


II 

= 
a N 
œ 
| 

| 

QO 


| 
= 
“an 
œ 
3 ale 
| a 
NI = 
+ 
| 
A 
5 
9 
Ix 
| 
© 
—— 

















2 1 
= ws) 2 — >} = 0.1366u25. 
S 2 S 
. D du, T TY 
Differentiating: = uş: (= cos ==) 
dy 26 26 
du, T Us 
a 
duy ` 
and: Ro = -1( a ) EE aia 
dy / =o 2 ô 
0 T [us 
Thus: — (0.1366u25) = = — 
i ae a 








aes (=) Ger oe 
82 ; 

27 (=) ene, 

2 

_ z (+) (cae) 


ô 
and: — = 4.796 Rey” 
x 








PROBLEM 11.12 


Derive the momentum equation for the flow of a viscous fluid over a small plane surface. 
Show that the velocity profile in the neighbourhood of the surface may be expressed as a 
sine function which satisfies the boundary conditions at the surface and at the outer edge 
of the boundary layer. 

Obtain the boundary layer thickness and its displacement thickness as a function of the 
distance from the leading edge of the surface, when the velocity profile is expressed as a 
sine function. 


Solution 


The momentum flux across 1-2 is: f pu? dy 


0 
The change from 1-2 to 3—4 is: Pee T u? dy} dx 
x 
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The mass flux across 1-2 is: fe pux dy. 


f) 
The change from 1-2 to 3—4 is: Ps e Ux dy} dx. 


IX 


The rate of momentum entering through 2—4 is: 


a L 
P= {/ UxUs ay} dx, 
Ox 0 


oP _ 


eS 


Assuming us Æ f(x), then: 


A momentum balance gives: 


a p a x 
Zap) Bay} ax == { f indy} de + Rods 
ax Jo ax (Jo 


a £ duy 
or: p— T Uy (Us — may} =—kRo= u (=) for a Newtonian fluid 
ax \Jo dy / y=0 


The sine function is: 











: dux ux 2. 
ux = K sinky, so — = Kkcosky and = Kk‘ sinky 
dy ay? 
is satisfied for all finite values of K and k. 
The boundary conditions are: 
y=0 u=0 
Pu 
=0 = 
y ay? 
y= ô Uy =Uüus K = uş 
Jux 
aa ile ay, 
dy 
Thus: ae and k= L. 
2 28 
; y OU, Us my 
Hence: Ux = Us SIN — =, —- 
26 ay 26 26 
L 
and: {| \ =0 
y 
23 Sf, ny Ty urus 
Thus: pu — sin —— (1 — sin ==) dy = —— 
“ax (Jo 26 26 26 
ð [ my 27y] WY ur 
—ô [sin > = — sin = =| => = — 
ox 0 2 ô 26 ô 2ôpüs 
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l 1 1 
os J sin ~~ — — 4+- cosr} ca 
0 256 2 2 ô| ê  2ôpus 


2 1 1 : 
—ô = cos $2 — 524 sin? | See 
0 26 pus 





T 2ô 25 2x ô 
a 5 2 1|) px 
ox T 2ôpüs 





x 2 





4 8? 
(= — 1) ons ate assuming ô = 0 atx = 0 
T pus 


8? ” u 27 
xe (4) (a= 5) 


5 
— = V23.1 Rey" = 4.80 Re, '/? 
X 


8 Ty 
— * — 1 —— — 
(6 ru, = | usin (>=) ay = |u 


and : 


SECTION 12 
Momentum, Heat and Mass Transfer 


PROBLEM 12.1 


If the temperature rise per metre length along a pipe carrying air at 12.2 m/s is 66 deg K, 
what will be the corresponding pressure drop for a pipe temperature of 420 K and an air 
temperature of 310 K? The density of air at 310 K is 1.14 kg/m’. 


Solution 


For a pipe of diameter d, the mass flow = (upzd?)/4 
and the rate of heat transfer, q = (upmd” /4)C, AT where AT is the temperature rise. 


Also q = hA(Ty — Tm) = hadl(Ty — Tm) W 
where Tẹ and Tm are the mean wall and fluid temperatures. 
Thus, (h/C, pu) = dAT/A4l(Ty — Tm) 
From equation 12.102: R/pu? = dAT/4(Ty — Tm)l 
Substituting in equation 3.18: 
—AP = 4dAT(1/d)pu’ /4(Tw — Tm) = (AT pu’1)/(Tw — Tm) 
= (66 x 1.14 x 12.2” x 1.0)/(420 — 310) 
= 101.8 (N/m’)/m 


PROBLEM 12.2 


It is required to warm a quantity of air from 289 K to 313 K by passing it through 
a number of parallel metal tubes of inner diameter 50 mm maintained at 373 K. The 
pressure drop must not exceed 250 N/m”. How long should the individual tubes be? 

The density of air at 301 K is 1.19 kg/m? and the coefficients of heat transfer by 
convection from the tube to air are 45, 62, and 77 W/m? K for velocities of 20, 24, and 
30 m/s at 301 K respectively. 


Solution 
From equations 12.102 and 3.18: 
—AP = 4(h/C,pu)(I/d)pu* = 4hlu/C,d 
250 = 4(hlu/C, x 0.050) or h = 3.125C,/lu W/m? K (i) 
298 
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The heat transferred to the air = u(sd7 /4)eC,(T2 — T1) 
= u(r x 0.050% /4)1.19C,(313 — 289) = 0.056C,u W 
This is equal to: hrdl (Tw — Tm) = ha x 0.0501 (373 — 301) = 11.3hl W 
11.314] = 0.056C,u or h = 0.0050C,u/l (ii) 
From equation (i): (C,/1) = 0.32hu 


and substituting in equation (ii): h = (0.005 x 0.32hu*) and u = 25 m/s 


For this velocity, interpolation of the given data gives a value of h = 64 W/m? K. 


(C,/1) = (0.32 x 64 x 25) = 512 J/kg Km 
For air: Cp = 1000 J/kg K 
and hence: I = (1000/512) = 1.95 m 


PROBLEM 12.3 


Air at 330 K, flowing at 10 m/s, enters a pipe of inner diameter 25 mm, maintained at 
415 K. The drop of static pressure along the pipe is 80 N/m? per metre length. Using the 
Reynolds analogy between heat transfer and friction, estimate the temperature of the air 
0.6 m along the pipe. 


Solution 


See Volume 1, Example 12.2. 


PROBLEM 12.4 


Air flows at 12 m/s through a pipe of inside diameter 25 mm. The rate of heat transfer 
by convection between the pipe and the air is 60 W/m? K. Neglecting the effects of 
temperature variation, estimate the pressure drop per metre length of pipe. 


Solution 


From equations 3.18 and 12.96, — AP = 4(h/C,pu)(1/d) pu? 
Taking C, = 1000 J/kg K and / = 1 m, then: 


—AP = 4(60/1000p x 12)(1.0/0.025)p x 12? = 115.2 N/m? per metre 
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PROBLEM 12.5 


Air at 320 K and atmospheric pressure is flowing through a smooth pipe of 50 mm internal 
diameter and the pressure drop over a 4 m length is found to be 1.5 kN/m?. Using the 
Reynolds analogy, by how much would the air temperature be expected to fall over the 
first metre of pipe length if the wall temperature there is kept constant at 295 K? 
Viscosity of air = 0.018 mN s/m?. Specific heat capacity of air = 1.05 kJ/kg K. 


Solution 


(Essentially, this is the same as Problem 9.40 though, here, an alternative solution is 
presented.) 


From equations 3.18 and 12.102: — AP = 4(h/C, pu)(1/d)pu?. 
For a length of 4 m: 1500 = 4(h/C,pu)(4.0/0.050) pu? 
(hu/C,) = 4.69 kg/ms* (i) 
The rate of heat transfer = hrdl (Tm — Ty), which for a length of 1 m is: 
(hr x 0.050 x 1.0)(0.5(320 + T2) — 295) = 0.157h(0.5T2 — 135) 
The heat lost by the air = u(2d*/4)pC,(T, — T2) 
= u(x x 0.0507/4) pC, (320 — T2) = 0.00196upC, (320 — T2) 
80.1(h/C, pu) = (320 — T2)/(0.5T2 — 135) 
Substituting from equation (i): 
80.1(4.69/ pu?) = (320 — T2)/(0.5T2 — 135) (ii) 
From equation 12.139: 
(h/C,pu) = 0.032(dup/p)y ° = 0.032(u/dup)?™ 
At 320 K and 101.3 kN/m?, p = (28.9/22.4)(273/320) = 1.10 kg/m? 
(h/C, pu) = (hu/C,)/ (pu?) = 4.69/(1.10u") 
4.69/(1.10u”) = 0.032[0.018 x 1073/(0.050 x 1.10u)]°”> and u = 51.4 m/s 
Substituting, in equation (11): 
(80.1 x 4.69)/(1.10 x 51.47) = (320 — T2)/(0.5T2 — 135) and Tz = 316 K 


The temperature drop over the first metre is therefore 4 deg K which agrees with the 
solution to Problem 9.40. 

(It may be noted that, in those problems, an arithmetic mean temperature difference 
is used rather than a logarithmic value for ease of solution. This is probably justified in 
view of the small temperature changes involved and also the approximate nature of the 
Reynolds analogy.) 
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PROBLEM 12.6 


Obtain an expression for the simple Reynolds analogy between heat transfer and friction. 
Indicate the assumptions which are made in the derivation and the conditions under which 
you would expect the relation to be applicable. 

The Reynolds number of a gas flowing at 2.5 kg/m’s through a smooth pipe is 20,000. 
If the specific heat of the gas at constant pressure is 1.67 kJ/kg K, what will the heat 
transfer coefficient be? 


Solution 


The derivation of the simple Reynolds analogy and its application is presented in detail 
in Section 12.8. 
For a Reynolds number of 2.0 x 10*, from Fig. 3.7, (R/pu”) = 0.0032 for a smooth 


pipe. 
From equation 12.102: (h/C, pu) = 0.0032 
pu = 2.5 kg/m’s 
and hence: h = (0.0032 x 1670 x 2.5) = 13.4 W/m? K 


PROBLEM 12.7 


Explain Prandtl’s concept of a ‘mixing length’. What parallels may be drawn between 
the mixing length and the mean free path of the molecules in a gas? 

The ratio of the mixing length to the distance from the pipe wall has a constant value 
of 0.4 for the turbulent flow of a fluid in a pipe. What is the value of the pipe friction 
factor if the ratio of the mean velocity to the axial velocity is 0.8? 


Solution 


Transfer by molecular diffusion is discussed in Section 12.2 and the concept of the mixing 
length in Section 12.3.2. By analogy with kinetic theory, the eddy kinematic viscosity, 
E, is given by: 

E X dgug (equation 12.18) 


where Ax is the mixing length and ug is some measure of the linear velocity of the fluid 
in the eddies. 


As shown in equation 12.21: ug X Ag|du,/dy| 

Combining this with the previous equation: E œ Ag(Ag| dux/ dy|) 

Putting the proportionality constant equal to unity, E = 47,| du,/ dy| (equation 12.23) 
In the absence of momentum transfer by molecular movement, the shear stress is 


given by: 
Ry = —Ed(pu,)/dy = —prj,|du,/dy|du,/dy. (equation 12.20) 
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Since near a surface du,/dy is positive and assuming Ry is approximately constant at a 
value at the pipe wall, that is Ry = R, = —R, then: 
R = php (dux/dy? 
or: y (R/p) = àg(dux/dy) (equation 12.26) 
Here, ~ (R/p), the shearing stress or friction velocity is usually denoted by u*. 
Since from equation 12.35, àg = 0.4y, then: 
u* = 0.4y du,/dy 


Rearranging: du,/u* = dy/0.4y 
and integrating: (u,/u*) = 2.51n y + const. (i) 
At y=r: 


(Umax /U*) = 2.5 ln r + const. 
or: const. = (Umax /u*) — 2.5lnr 
Substituting in equation (i): 
(Umax /U*) — 2.5 lnr = (uy/u*) — 2.51n y 


and: (Umax — ux )/u* = 2.5 In(r/y) (ii) 
The mean velocity: u = f (27(r — y) dyu,)/ar? 
0 
1 
and dividing by r: u=2 I (1 — y/r) d(y/r)ux 
0 


Substituting for u, from equation (ii): 


1 
25 f (1 — y/r) d(y/r)Qtynag + 2.5u"* In(y/r)) 
0 
-2 (Imes +25 m/Y — 0.50/r)"I] 5 


4 
—u* f 2.5/1) — 0.56/7140/7) 


=2 (umax (0.5) — 2.5u* [(y/r) — 0.25(y/r)"]q) = Umax — 3.75u* 


When (u/umax) = 0.8, u = (u/0.8) — 3.75u4/ (R/ pu?) 
4/ (R/ pu?) = 0.0667 and (R/ pu’) = 0.00444 


PROBLEM 12.8 


The velocity profile in the neighbourhood of a surface for a Newtonian fluid may be 
expressed in terms of a dimensionless velocity u* and a dimensionless distance yt from 
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the surface. Obtain the relation between ut and y™ in the laminar sub-layer. Outside the 
laminar sub-layer, the relation is: 

ut =2.5Inyt +5.5 
At what value of yt does the transition from the laminar sub-layer to the turbulent zone 
occur? 

In the “Universal Velocity Profile”, the laminar sub-layer extends to values of yt = 5 
and the turbulent zone starts at yt = 30 and the range 5 < y* < 30, the buffer layer, 
is covered by a second linear relation between ut and In yt. What is the maximum 
difference between the values of u”, in the range 5 < yt < 30, using the two methods 
of representation of the velocity profile? 

Definitions: u+ = (u,/u*), y+ = (yu*p)/ and u*? = R/p where ux is the velocity at 
a distance y from the surface, R is the wall shear stress and p and u are the density and 
viscosity of the fluid respectively. 


Solution 


As discussed in Section 12.4.2, if the velocity gradient du,/dy approaches a constant 
value near the surface, (d*u,/dy”) approaches zero and R = pu,/y. 


u*? = uux/(py) 
and, as given in equation 12.39: 
(u,/u*) = yu* p/u = y* 
Hence: ut = yt (equation 12.40) 


Since ut = 2.5ln yt + 5.5 and yt = 2.5In yt + 5.5, then solving by trial and error, 
the transition from the laminar sub-layer to the turbulent zone occurs when: 


yt = 11.6 and ut = 2.51n 11.6 + 5.5 = 11.62 





For the buffer layer, u* = a ln yt +a’ (equation 12.41) 
When y* = 5, ut = 5 and when yt = 30, ut = 2.5 In 30 + 5.5 = 14 
5=aln5+d 
ad =5—aln5 = 5 — 1.609a 
and: 14 = aln30+ a’ =aln30+5 — 1.609a 
9 = 3.40la — 1.609a and a = 5.02 
and: a’ = 5 — (1.609 x 5.02) = —3.08 


The difference between the two values of u* is a maximum when y* = 11.6. 
From the two-layer theory: ut = 11.6 
From the buffer-layer theory: 


ut = 5.021n11.6 — 3.08 = 9.2 


and hence, the maximum difference is (11.6 — 9.2) = 2.4 
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PROBLEM 12.9 


Calculate the rise in temperature of water flowing at 4 m/s through a smooth 25 mm 
diameter pipe 6 m long. The water enters at 300 K and the temperature of the wall of the 
tube can be taken as approximately constant at 330 K. Use: 


(a) The simple Reynolds analogy, 
(b) The Taylor-Prandtl modification, 
(c) The buffer layer equation, 

(d) Nu = 0.023 Re®® Pr®?, 


Comment on the differences in the results so obtained. 


Solution 
See Volume 1, Example 12.3. 


PROBLEM 12.10 


Calculate the rise in temperature of a stream of air, entering at 290 K and flowing at 4 m/s 
through the tube maintained at 350 K; other conditions remaining the same as detailed in 
Problem 12.9. 


Solution 
See Volume 1, Example 12.4. 


PROBLEM 12.11 


Air flows through a smooth circular duct of internal diameter 0.25 m at an average velocity 
of 15 m/s. Calculate the fluid velocity at points 50 mm and 5 mm from the wall. What 
will be the thickness of the laminar sub-layer if this extends to ut = yt = 5? The density 
of air may be taken as 1.12 kg/m? and the viscosity of air as 0.02 mN s/m’. 


Solution 
See Volume 1, Example 12.1. 


PROBLEM 12.12 


Obtain the Taylor—Prandtl modification of the Reynolds analogy for momentum and heat 
transfer, and give the corresponding relation for mass transfer (no bulk flow). 

An air stream at approximately atmospheric temperature and pressure, and containing 
a low concentration of carbon disulphide vapour, is flowing at 38 m/s through a series of 
50 mm diameter tubes. The inside of the tubes is covered with a thin film of liquid and 
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both heat and mass transfer are taking place between the gas stream and the liquid film. 
The film heat transfer coefficient is found to be 100 W/m? K. Using a pipe friction chart 
and assuming the tubes to behave as smooth surfaces, calculate: 


(a) the film mass transfer coefficient, and 

(b) the gas velocity at the interface between the laminar sub-layer and the turbulent zone 
of the gas. Specific heat of air = 1.0 kJ/kg K. Viscosity of air = 0.02 mN s/m’. 
Diffusivity of carbon disulphide vapour in air = 1.1 x 1075 m*/s. Thermal conduc- 
tivity of air = 0.024 W/m K. 


Solution 


The Taylor—Prandtl modification of the Reynolds analogy for heat transfer and mass 
transfer is discussed in Section 12.8.3 and the relevant equations are: 


For heat transfer: (R/ pu’) = (h/Cypus)1 +a(Pr—1))=¢ (equation 12.119) 


or: (h/Cp pus) = 6/1 + a(Pr — 1)) (i) 
For mass transfer: (R/ pu’) = (hp/us)\1 +a(Sc-—1))=¢ (equation 12.120) 
or: (hp/us) = $/(1 + a(Se — 1)) (ii) 


Taking the molecular mass of air as 29 kg/kmol and atmospheric temperature as 293 K, 
the density, p = (29/22.4)(273/293) = 1.206 kg/m’. 


Re = dup/j = (50 x 107° x 38 x 1.206)/(0.02 x 10-7) = 114,570 
and from Fig. 3.7: ¢ = (R/pu?) = 0.0021. 
From Table 1.3, the Prandtl number, Pr = Cpu/k 
= (1.0 x 10° x 0.02 x 1073)/0.024 = 0.833 
From Table 1.3, the Schmidt number, Sc = u/ pD 
= (0.02 x 107°)/(1.206 x 1.1 x 1075) 
= 1.508 
Substituting in equation (i): 
(100/(1.0 x 10° x 1.206 x 38)) = 0.0021/(1 + «(0.833 — 1)) 
0.00218 = 0.0021/(1 — 0.167@) and a = 0.22 


Substituting in equation (ii): 


(hp/38) = 0.0021/(1 + 0.22(1.508 — 1)) = 0.00189 and hp = 0.072 m/s 


The gas velocity at the interface of the laminar sub-layer and the turbulent zone, up 
may also be estimated from: 
(up/u) = 2.32 Re! (equation 12.60) 


or: up = (38 x 2.32)(114,570)~°!* = 20.6 m/s 
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PROBLEM 12.13 


Obtain the Taylor—Prandtl modification of the Reynolds’ analogy between momentum 
and heat transfer and give the corresponding analogy for mass transfer. For a particular 
system a mass transfer coefficient of 8.71 x 10~° m/s and a heat transfer coefficient of 
2730 W/m?K were measured for similar flow conditions. Calculate the ratio of the velocity 
in the fluid where the laminar sub-layer terminates, to the stream velocity. Molecular 
diffusivity = 1.5 x 107° m?/s. Viscosity = 1 mN s/m?. Density = 1000 kg/m?. Thermal 
conductivity = 0.48 W/m K. Specific heat capacity = 4.0 kJ/kg K. 


Solution 


The Taylor—Prandtl modification to heat and mass transfer is discussed in Section 12.8.3 
resulting in the modified Lewis relation: 

hp = (h/C [1 + (Pr — 1)]/[1 +a(Se—1)] (equation 12.121) 
In this case: Pr = C,u/k = (4 x 10° x 1 x 1077)/0.48 = 8.33 
and: Sc = u/pD = (1 x 1077)/(1000 x 1.5 x 107?) = 667 


Substituting: 


(8.71 x 1076) = [2730/(4000 x 1000)][1 + «(8.33 — 1)]/[1 + «(667 — 1)] 
0.01276 = (1 + 7.33a)/(1 + 666w) and a = 0.844 


PROBLEM 12.14 


Heat and mass transfer are taking place simultaneously to a surface under conditions 
where the Reynolds analogy between momentum, heat and mass transfer may be applied. 
The mass transfer is of a single component at a high concentration in a binary mixture, 
the other component of which undergoes no net transfer. Using the Reynolds analogy, 
obtain a relation between the coefficients for heat transfer and for mass transfer. 


Solution 


The solution to this problem is presented in Sections 12.8.1 and 12.8.2 and the relation 
between the coefficients for heat transfer and mass transfer is: 


h = (Cay/Cr)G php (equation 12.112) 


PROBLEM 12.15 


Derive the Taylor—Prandtl modification of the Reynolds analogy between momentum and 
heat transfer. 

In a shell and tube type condenser, water flows through the tubes which are 10 m long 
and 40 mm diameter. The pressure drop across the tubes is 5.6 kN/m? and the effects of 
entry and exit losses may be neglected. The tube walls are smooth and flow may be taken 
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as fully developed. The ratio of the velocity at the edge of the laminar sub-layer to the 
mean velocity of flow may be taken as 2 Re~°!*°, where Re is the Reynolds number in 
the pipeline. 

If the tube walls are at an approximately constant temperature of 393 K and the inlet 
temperature of the water is 293 K, estimate the outlet temperature. Physical properties of 
water: density = 1000 kg/m?, viscosity = 1 mNs/m?, thermal conductivity = 0.6 W/m K, 
specific heat capacity = 4.2 kJ/kg K. 


Solution 


The Taylor—Prandtl modification of the Reynolds analogy to heat transfer, discussed in 
Section 12.8.3, leads to: 


St = (h/Cppu) = (R/pu’)/{1 +a(Pr—1)] (equation 12.117) (i) 
From equation 3.23: 
(R/pu’) Re? = —AP pd? p/u’) 
= (5600 x (40/1000)? x 1000)/(4 x 10 x (1 x 1073)”) = 8,960,000 
From Fig. 3.8: Re = 62,000 and R/pu* = 8,960,000/(62,000)? = 0.0023 


The ratio of the velocity at the edge of the laminar sub-layer to the mean velocity of 
flow is: 
a = 2Re~*! = 2/(62000)°!* = 0.5035 


The Prandtl group, Pr = Cpu/k = (4200 x 1 x 10-3)/0.6 = 7.0 


and from equation (i), the Stanton group, St = (R/pu*)/[1 + a(Pr — 1)] 
= 0.0023/[1 + 0.5035(7.0 — 1)] = 0.000572 


h = 0.000572C, pu = 0.000572C, Re u/d 
= (0.000572 x 4200 x 62000 x 1 x 1077)/(40/1000) = 3724 W/m? K. 


The area for heat transfer per unit length of pipe = (4072/1000) = 0.047 = 
0.126 m*/m and making a heat balance over unit length of pipe dl: 


hAdl (Ty — T) = puC,A dT = (Re 4/d)C,A-dT 
3724 x 0.126 di(393 — T) = (62000 x 1 x 1073/(40/1000)) 
x 4200 x (sr/4)(40/1000)? dT 

0.0572 di = dT /(393 — T) 


Integrating: 


10 To 
0.0572 | dl = f dT/(393 — T) 
0 293 


(0.0572 x 10) = In[(393 — 293)/(393 — To)] 
1.772 = 100/(393 — To) and To = 336.6 K 


308 CHEMICAL ENGINEERING VOLUME 1 SOLUTIONS 


PROBLEM 12.16 


Explain the importance of the universal velocity profile and derive the relation between 
the dimensionless derivative of velocity u*, and the dimensionless derivative of distance 
from the surface y*, using the concept of Prandtl’s mixing length Àg. 

It may be assumed that the fully turbulent portion of the boundary layer starts at 
yt = 30, that the ratio of the mixing length åg to distance y from the surface, Az /y = 0.4, 
and that for a smooth surface ut = 14 at yt = 30. 

If the laminar sub-layer extends from yt = 0 to yt = 5, obtain the equation for the 
relation between u* and y* in the buffer zone, and show that the ratio of the eddy 
viscosity to the molecular viscosity increases linearly from 0 to 5 through this buffer 
zone. 


Solution 


The importance of the universal velocity profile is discussed in Section 12.4. From 
equation 12.18, for isotropic turbulence, the eddy kinematic viscosity, EaAgug where 
Ag is the mixing length and ug is some measure of the linear velocity of the fluid in 
the eddies. The momentum transfer rate per unit area in a direction perpendicular to the 
surface at position y is then: 


Ry = —E d(pux)/ dy 
and for constant density, R, = —Ep du,/ dy (equation 12.20) 
or: —R,/p = Edu,/dy 


where ,/(Ry/p), the friction velocity, may be denoted by u* and then u** = Edu,/dy 


Assuming E = Agug, that is a proportionality constant of unity, and ug = Az| du,/ dy, 
then: 
u*? = A2(du,/dy)| (du, /dy) 


and hence near the surface where (du,/dy) is positive: 
ue = XE (du, /dy) 


Assuming Ag = Ky: 


u*dy/y = Kdux (equation 12.28) 
Integrating: ux/u* = (1/K)ln y+ B where B is a constant 
or: u,/u* = (1/K) InQwu* p/u) + B’ (equation 12.29) 


Since (u* p/u) is constant, B’ is also constant and, writing the dimensionless velocity 
term, (u,/u*) as ut and the dimensionless derivative of y(yu* p/u) as y*, then: 


+ = (1/K)Inyt +B’ (equation 12.30) 
Given that K = 0.4, then: ut =2.5Inyt + B’ 


= 





MOMENTUM, HEAT AND MASS TRANSFER 309 
Given that for a smooth surface, ut = 14 at yt = 30, then: 
B’ = 14—2.51n30 = 5.5 
and: ut = 2.5ln yt +5.5 (equation 12.37) 


For molecular transfer in the laminar sub-layer near the wall, from Section 12.4.2: 


Ry = —Hux/y 
or: (=R,/p) = u? = nus/ (yp) 
(u,/u*) = you*/p and ut = yt (equation 12.40) 


If the buffer zone stretches from yt = 5 to yt = 30 at which u” is 5 and 14 respectively, 
then in equation 12.41: 


ut =alnyt +a 
or: 5=aln5 +a and 14=aln30+a’ 
and: ut = 5.0In yt — 3.05 (equation 12.42) 
From equation 12.46, the velocity gradient, dut /dyt = 5/y* 
From equation 12.61: Ry = —(w + Ep)du,/dy 
and substituting u* = \/(Ry/p): 


(du, /dy) = u*?/(E + u/p) (equation 12.62) 
(du* /dy*) = (u/p)C/LE + u/p1) = 5/y* 
and: E/(u/p) = (yt /5)—-1 (equation 12.63) 


Hence as yt goes from 5 to 30, the ratio of the eddy kinematic viscosity to the kinematic 
viscosity goes from 0 to 5. 


PROBLEM 12.17 


Derive the Taylor—Prandtl modification of the Reynolds analogy between heat and 
momentum transfer and express it in a form in which it is applicable to pipe flow. 

If the relationship between the Nusselt number Nu, Reynolds number Re and Prandtl 
number Pr is: 


Nu = 0.023 Re?’ Pr??? 


calculate the ratio of the velocity at the edge of the laminar sub-layer to the velocity at 
the pipe axis for water (Pr = 10) flowing at a Reynolds number of 10,000 in a smooth 
pipe. Use the pipe friction chart. 
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Solution 


The derivation of the Taylor—Prandtl modification of the Reynolds analogy between heat 
and momentum transfer is presented in Section 12.8.3 and the result is summarised as: 


St = h/(Cppus) = (R/puz)/{1 +a(Pr—1)] (equation 12.117) 
or: (R/pu;) = [h/(C,us)I1 — a — Pry] 
For turbulent pipe flow, us is approximately equal to (Umean/0.82) and: 
0.82(R/ pu”) = [h/(Cppu)I[. — a(1 — Pry] 
When Re = 10,000, then from Fig. 3.1, (R/ pu’) = 0.0038, and for Pr = 10: 


(0.82 x 0.0038) = St[1 — a(1 — 10)] 


or: St(1 + 9a) = 0.0031 (i) 
But: Nu = 0.023 Re®® Pr®-33 
and: St = Nu/(Re-Pr) = 0.023 Re~°? Pr-°-" 


= 0.023(10,000)-°*(10)~°*? = 0.000777 
Hence, substituting in equation (1): 


0.000777(1 + 9a) = 0.0031 and œ = (up/us) = 0.33 


PROBLEM 12.18 


Obtain a dimensionless relation for the velocity profile in the neighbourhood of a surface 
for the turbulent flow of a liquid, using Prandtl’s concept of a “Mixing Length” (Universal 
Velocity Profile). Neglect the existence of the buffer layer and assume that, outside the 
laminar sub-layer, eddy transport mechanisms dominate. Assume that in the turbulent 
fluid the mixing length Ag is equal to 0.4 times the distance y from the surface and that 
the dimensionless velocity u* is equal to 5.5 when the dimensionless distance y* is unity. 

Show that, if the Blasius relation is used for the shear stress R at the surface, the 
thickness of the laminar sub-layer ô, is approximately 1.07 times that calculated on the 
assumption that the velocity profile in the turbulent fluid is given by Prandtl’s one seventh 
power law. 

Blasius Equation: 


R 14450 —0.25 
>= 0.0228 | —— 
pus u 


where p, m are the density and viscosity of the fluid, us is the stream velocity, and ô is 
the total boundary layer thickness. 
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Solution 


The Universal Velocity Profile is discussed in detail in Section 12.4, and in the region 
where eddy transport dominates (yt > 30) and making all the stated assumptions: 


ut = 2.5Inyt +5.5 (equation 12.37) 
If, in the laminar sub-layer (from equation 12.40), ut = y* then: 


yt =2.5ln yt +5.5 


and, solving by trial and error: yt = 11.6 = u*5,p/ (from equation 12.44) 
Since u* = ,/(R/p), then: 6, = 11.6u/(pu*) = 11.6u/~ (Rp) (i) 


But, from the Blasuis equation: R/pu? = 0.0228(u,5p/)~°*> 


and substituting for R in equation (i), 5, = (11.64/./p)(1/us./p)(1/0.0228) °° 
(us5p/ u)?” 


and: (ôb /8) = 76.8(u;dp/) 98" 
Using Prandtl’s one seventh power law, (up/us) = (5p/6)!/7 = (6p/5)°'® 
But: R= puy/dp = 0.0228 pus (usdp/j)~ °° 
(u /5p ts (5p/5)°' = 0.0228 pu,” (usôp/ u) > 
and: (8/8) = 82.38 (u, 8p/ u) 875 


The ratio of the values obtained using the two approaches to the problem is: 


(82.38/76.8) = 1.073 


PROBLEM 12.19 


Obtain the Taylor—Prandtl modification of the Reynolds analogy between momentum 
transfer and mass transfer (equimolecular counterdiffusion) for the turbulent flow of a 
fluid over a surface. Write down the corresponding analogy for heat transfer. State clearly 
the assumptions which are made. For turbulent flow over a surface, the film heat transfer 
coefficient for the fluid is found to be 4 kW/m? K. What would the corresponding value 
of the mass transfer coefficient be, given the following physical properties? Diffusivity 
D = 5 x 10~° m?/s. Thermal conductivity, k = 0.6 W/m K. Specific heat capacity C, = 
4 kJ/kg K. Density, o = 1000 kg/m°. Viscosity, u = 1 mNs/m?. 

Assume that the ratio of the velocity at the edge of the laminar sub-layer to the stream 
velocity is (a) 0.2, (b) 0.6. 

Comment on the difference in the two results. 


Solution 


The discussion of the Reynolds analogy is presented in Section 12.8 and consideration of 
mass transfer in Sections 12.8.2 and 12.8.3 leads to the modified Lewis relation which 


312 CHEMICAL ENGINEERING VOLUME 1 SOLUTIONS 


may be written as: 
hp[1 — a(1 — Sc)] = (h/C,p)[1 — (1 — Pr)] (equation 12.121) (i) 
The Schmidt group, Sc = u/pD = (1 x 1077)/(1000 x 5 x 107°) = 200 
The Prandtl group, Pr = C,u/k = (4 x 10° x 1 x 1073)/0.6 = 6.67 
and: (h/C,p) = 4000/(4 x 10° x 1000) = 0.001 
Thus, in equation (i): 
hp[1 — aU — 200)] = 0.001[1 — a(1 — 6.67)] 
and: hp = 0.001(1 + 5.67a@)/(1 + 199) m/s (ii) 
When « = 0.2, then from equation (ii), 


hp = 0.001(1 + 1.134)/(1 + 39.8) = 5.2 x 1075 m/s 
When « = 0.6, then from equation (ii), 
hp = 0.001(1 + 3.402)/(1 + 119.4) = 3.6 x 1075 m/s 


It is worth noting that even with a very large variation in œ (threefold in fact) the 
change in the mass transfer coefficient is less than 50%. 


PROBLEM 12.20 


By using the simple Reynolds analogy, obtain the relation between the heat transfer 
coefficient and the mass transfer coefficient for the gas phase for the absorption of a 
soluble component from a mixture of gases. If the heat transfer coefficient is 100 W/m? K, 
what will the mass transfer coefficient be for a gas of specific heat capacity 1.5 kJ/kg K 
and density 1.5 kg/m?? The concentration of the gas is sufficiently low for bulk flow 
effects to be negligible. 


Solution 


From Section 12.8.1, the heat transfer coefficient is given by: 


(R/pu?) = h/(Cypus) (equation 12.102) 
and the mass transfer coefficient by: (R/pu*) = hp/us (equation 12.103) 
Hence: hp = h/ (Cpp) (equation 12.105) 
In this case: hp = 100/(1.5 x 10° x 1.5) = 0.044 m/s 


PROBLEM 12.21 


The velocity profile in the neighbourhood of a surface for a Newtonian fluid may be 
expressed in terms of a dimensionless velocity u* and a dimensionless distance yt from 
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the surface. Obtain the relation between ut and y* in the laminar sub-layer. Outside the 
laminar sub-layer, the relation takes the form: 


ut =2.5Inyt + 5.5 


At what value of y* does the transition from the laminar sub-layer to the turbulent zone 
occur? 

In the Universal Velocity Profile, the laminar sub-layer extends to values of yt = 5, the 
turbulent zone starts at y* = 30 and the range 5 < y* < 30, the buffer layer, is covered by 
a second linear relation between u* and In yt. What is the maximum difference between 
the values of u*, in the range 5 < yt < 30, using the two methods of representation of 
the velocity profile? 








Definitions: 
ake Uy 
u” = — 
u* 
+ yu*p 
y == 
H 
u”? = R/p 


where u, is velocity at distance y from surface 
R is wall shear stress 
p, u are the density and viscosity of the fluid respectively. 


Solution 


Laminar sub-layer 
If the velocity gradient approaches constant value in the laminar sub-layer, then 
@u,/dy? — 0 and: 





R= = 
y 
+2 _ Mix 
PY 
u u* 
and: Bee oS y*, by definition 
u* H 


The point of interaction of ut = yt 


and: u” =2.5Iny’ +5.5 








is given by: y“ = 2.5]ln y" +5.5 
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Evaluating: y”: 


yt RHS 
10 11.26 
15 12.27 
20 13.00 
25 13.5 
8 10.7 
7 10.4 
12 11.71 
11 11.5 
11.5 11.6 


11.6 11.62 
and: yt = 11.6 
The equation for buffer zone may be written as: 
+=Alnyt+B 
When yt = 5,ut =5 
When y* = 30, ut = 2.51n304+5.5 


= 








Thus: 5=Aln5+B 
5.5 + 2.5 ln 30 = Aln 30 + B 
Substracting: 0.5 + 2.51n30 = Aln 6 


Thus: A = (0.5 + 2.5 ln 30)/ln 6 = 5.02 and: B = 5 — A ln 5 = —3.08 
The difference in the two values of u™ is a maximum when yt = 11.6. 
From the two-layer theory: ut = 11.6 
From the buffer-layer theory: 


ut = 5.02In+11.6 — 3.08 = 9.2 


The maximum difference in the two values of ut is then: 2.4 


PROBLEM 12.22 


In the universal velocity profile a “dimensionless” velocity u* is plotted against In y*, 
where yt is a “dimensionless” distance from the surface. For the region where eddy 
transport dominates (eddy kinematic viscosity >> kinematic viscosity), the ratio of the 
mixing length (àg) to the distance (y) from the surface may be taken as approximately 
constant and equal to 0.4. Obtain an expression for du+/dy* in terms of y*. 

In the buffer zone the ratio of du*+/dyt to y* is twice the value calculated above. Obtain 
an expression for the eddy kinematic viscosity E in terms of the kinematic viscosity (u/p) 
and yt. On the assumption that the eddy thermal diffusivity Ey and the eddy kinematic 
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viscosity E are equal, calculate the value of the temperature gradient in a liquid flowing 
over the surface at yt = 15 (which lies within the buffer layer) for a surface heat flux 
of 1000 W/m?. The liquid has a Prandtl number of 7 and a thermal conductivity of 


0.62 W/m K. 
Solution 
a) In the region where eddy effects considerably exceed molecular contributions: 
E> p/p 


Outside the laminar sub-layer and the buffer-layer but still close to the surface: 
R = Ep(du,/dy) where R is shear stress at surface 


Writing E as Agug, and approximating, ug = Az|du,/dy| gives: 


R 2 ($) ($) 

— = ÀE 

p dy dy 
where the modulus sign is dropped as du,/ dy is positive near a surface. 


Putting u* = ./R/p, the shearing stress velocity: 


2 
2 > (dux 
SKA 
i (E) 


























2 du, 
u= XE 
dy 
Using the Prandtl approximation Ag = 0.4 y gives: 
vt = 0.4 yal 
= 0.4 y dy 
duy = Pl 
dy > y 
Writing yt = yu* p/u and u™ = u,/u*, then: 
pe = 2.5 ue 
dy* y+ 
dut 2.5 
and: A ge 
dyt yt 
b) In the buffer zone: 
du™ 2.5 5 
It is given that: ee 2|—)=— 
dy* yt y+ 
The shear stress is given by: 
duy 
R= (u + Ep) q 
y 





p p dy 
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dut * 
and: oS (4 +E) Ma 
p dy* u/pu* 
du* 5 
Hence: ha (4+0) = (440)— 
p p dy* p yt 
When yt = 15, then: u/p = (u/p + E)/3 
and: E = 2u/p 


dT 
iii) For heat transfer in buffer zone: q = —(k + CppEu) = 
y 


Writing Ey = E gives: q = —(k + CppE) 
Y 
When y* = 15, then putting E = 2u/p gives: 


dT dT 
q = —(k + 2C,4)— = —k(1 + 2Pr)— 
dy dy 





dT —q 
Thus: = 
dy k(l +2Pr) 
Putting: k = 0.62 W/m K, Pr =7 and —q = 1000 W 


then: dT/dy = 108 deg K/m or 0.108 deg K/mm 


PROBLEM 12.23 


Derive an expression relating the pressure drop for the turbulent flow of a fluid in a pipe 
to the heat transfer coefficient at the walls on the basis of the simple Reynolds analogy. 
Indicate the assumptions which are made and the conditions under which it would be 
expected to apply closely. 

Air at 320 K and atmospheric pressure is flowing through a smooth pipe of 50 mm 
internal diameter and the pressure drop over a 4 m length is found to be 150 mm water 
gauge. By how much would the air temperature be expected to fall over the first metre 
if the wall temperature there is 290 K? Viscosity of air = 0.018 mN s/m”. Specific heat 
capacity (Cp) = 1.05 kJ/kg K. Molecular volume = 22.4 mĉ/kmol at 1 bar and 273 K. 


Solution 


If a mass of fluid, m, situated at a distance from a surface, is moving parallel to the 
surface with a velocity of u,, and it then moves to the surface, where the velocity is zero, 
it will give up its momentum mu, in time t. If the temperature difference between the 
mass of fluid and the surface is 6,, then the heat transferred to the surface is (mC,@,) and 
over a surface of area, A: 

(mC, 6,)/t = —qA 


where q is the heat transferred from the surface per unit area per unit time. 
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If the shear stress at the surface is Ro, the shearing force over area A is the rate of 
change of momentum or: 


(mus)/t = RọA and Cp; /us = q/Ro 


Writing Ro = —R, the shear stress acting on the walls and h as the heat transfer coef- 
ficient between the fluid and the surface, then: 


—q/0, = h = —RoCp/us = RC,/us or h/C,pus = R/ pu? 
From equation 3.19, the pressure change due to friction is given by: 
—AP = 4(R/pu’)(1/d)(pu’) 
and substituting from equation 12.102: 
—AP = 4(h/C,pu)(l/d)(pu*) = 4(hu/C,)(1/d) 
The Reynolds analogy assumes no mixing with adjacent fluid and that turbulence 
persists right up to the surface. Further it is assumed that thermal and kinematic equi- 


libria are reached when an element of fluid comes into contact with a solid surface. No 
allowance is made for variations in physical properties of the fluid with temperature. 


A further discussion of the Reynolds analogy for heat transfer is presented in 
Chapter 12. 


Density of air at 320 K = (29/22.4)(273 x 320) = 1.105 kg/m’. 
The pressure drop: — AP = 150 mm water = (9.8 x 150) = 1470 N/m? 
1=40m, d= 0.050 m 
In equation 3.23: 
—APd? p/(4l u?) = (1470 x 0.050° x 1.105)/[4 x 4.0(0.018 x 1077)7] 
= 3.192 x 10” 
From Fig. 3.8, for a smooth pipe: Re = 1.25 x 10° 


and from Fig. 3.7: R/ pu? = 0.0021 
The heat transfer coefficient: 


h = (R/pu’)C, pu = (0.0021 x 1.05 x 10°)pu = 2.205pu W/m? K 


Mass flowrate of air, G = pu(z/4)0.0507 = 0.00196 pu kg/s 
Area for heat transfer, A = ( x 0.050 x 1.0) = 0.157 m?. 


GO (T: — T2) = hA(Tm — Tw) 


where 7, and T, are the inlet and outlet temperatures and T,,, the mean value taken as 
arithmetic over the small length of 1 m. 


<. (0.00196pu x 1.050 x 10°)(320 — T2) = (2.205pu x 0.157)(0.5(320 x T2) — 290) 
and: Tə = 316 K 


The drop in temperature over the first metre is therefore 4 deg K. 








SECTION 13 


Humidification and Water Cooling 


PROBLEM 13.1 


In a process in which benzene is used as a solvent, it is evaporated into dry nitrogen. 
The resulting mixture at a temperature of 297 K and a pressure of 101.3 kN/m? has a 
relative humidity of 60%. It is required to recover 80% of the benzene present by cooling 
to 283 K and compressing to a suitable pressure. What must this pressure be? Vapour 
pressures of benzene: at 297 K = 12.2 kN/m’: at 283 K = 6.0 kN/m’. 


Solution 


See Volume 1, Example 13.1 


PROBLEM 13.2 


0.6 m?/s of gas is to be dried from a dew point of 294 K to a dew point of 277.5 K. 
How much water must be removed and what will be the volume of the gas after drying? 
Vapour pressure of water at 294 K = 2.5 kN/m?. Vapour pressure of water at 277.5 K = 
0.85 kN/m’. 


Solution 


When the gas is cooled to 294 K, it will be saturated and P\o = 2.5 kN/m?. 


From Section 13.2: 
mass of vapour = P„oMw/RT = (2.5 x 18)/(8.314 x 294) = 0.0184 kg/m? gas. 


When water has been removed, the gas will be saturated at 277.5 K, and 
P,, = 0.85 KN/m?. 


At this stage, mass of vapour = (0.85 x 18)/(8.314 x 277.5) = 0.0066 kg/m? gas 
Hence, water to be removed = (0.0184 — 0.0066) = 0.0118 kg/m? gas 


or: (0.0118 x 0.6) = 0.00708 kg/s 


Assuming the gas flow, 0.6 m/s, is referred to 273 K and 101.3 kN/m’, 0.00708 kg/s 
of water is equivalent to (0.00708/18) = 3.933 x 1074 kmol/s. 
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1 kmol of vapour occupies 22.4 m? at STP, 
and: volume of water removed = (3.933 x 1074 x 22.4) = 0.00881 m/s 
Assuming no volume change on mixing, the gas flow after drying 


= (0.60 — 0.00881) = 0.591 m?/s at STP. 


PROBLEM 13.3 


Wet material, containing 70% moisture on a wet basis, is to be dried at the rate of 0.15 kg/s 
in a counter-current dryer to give a product containing 5% moisture (both on a wet basis). 
The drying medium consists of air heated to 373 K and containing water vapour with 
a partial pressure of 1.0 kN/m?. The air leaves the dryer at 313 K and 70% saturated. 
Calculate how much air will be required to remove the moisture. The vapour pressure of 
water at 313 K may be taken as 7.4 kN/m’. 


Solution 


The feed is 0.15 kg/s wet material containing 0.70 kg water/kg feed. 


Thus water in feed = (0.15 x 0.70) = 0.105 kg/s and dry solids = (0.15 — 0.105) = 
0.045 kg/s. 


The product contains 0.05 kg water/kg product. Thus, if w kg/s is the amount of water 
in the product, then: 


w/(w + 0.045) = 0.05 or w = 0.00237 kg/s 
and: water to be removed = (0.105 — 0.00237) = 0.1026 kg/s. 
The inlet air is at 373 K and the partial pressure of the water vapour is 1 kN/m’. 
Assuming a total pressure of 101.3 kN/m?, the humidity is: 
FO, = [Pw/(P — Pyw)|My/Ma) (equation 13.1) 
= [1.0/(101.3 — 1.0)](18/29) = 0.0062 kg/kg dry air 
The outlet air is at 313 K and is 70% saturated. Thus, as in Example 13.1, Volume 1: 
Py, = Pwo x RH/100 = (7.4 x 70/100) = 5.18 kN/m? 
and: Hy = [5.18/(101.3 — 5.18)]18/29) = 0.0335 kg/kg dry air 


The increase in humidity is (0.0335 — 0.0062) = 0.0273 kg/kg dry air and this must 
correspond to the water removed, 0.1026 kg/s. Thus if G kg/s is the mass flowrate of dry 
air, then: 

0.0273G = 0.1026 and G=3.76 kg/s dry air 


In the inlet air, this is associated with 0.0062 kg water vapour, or: 


(0.0062 x 3.76) = 0.0233 kg/s 
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Hence, the mass of moist air required at the inlet conditions 


= (3.76 + 0.0233) = 3.783 kg/s 


PROBLEM 13.4 


30,000 m? of cool gas (measured at 289 K and 101.3 kN/m? saturated with water vapour) 
is compressed to 340 kN/m? pressure, cooled to 289 K and the condensed water is drained 
off. Subsequently the pressure is reduced to 170 kN/m? and the gas is distributed at this 
pressure and 289 K. What is the percentage humidity after this treatment? The vapour 
pressure of water at 289 K is 1.8 kN/m’. 


Solution 


At 289 K and 101.3 kN/m?, the gas is saturated and P„o = 1.8 kN/m?. 


Thus from equation 13.2, .#% = [1.8/(101.3 — 1.8)](18/M,) = (0.3256/M,) kg/kg 
dry gas, where M4 is the molecular mass of the gas. 


At 289 K and 340 kN/m?, the gas is in contact with condensed water and therefore 
still saturated. Thus P„o = 1.8 kN/m? and: 


Ho = [1.8/(340 — 1.8)]18/Ma4) = (0.0958/M 4) kg/kg dry gas 
At 289 K and 170 kN/m?, the humidity is the same, and in equation 13.2: 


(0.0958/M,) = [P,,/(170 — P,,)]8/M,) 
or: P,, = 0.90 kN/m? 


The percentage humidity is then: 


= [(P — Pyo)/(P — Pw)|00P,,/Pwo) (equation 13.3) 
= [(170 — 1.8)/(170 — 0.90)](100 x 0.90/1.8) = 49.73% 


PROBLEM 13.5 


A rotary countercurrent dryer is fed with ammonium nitrate containing 5% moisture at the 
rate of 1.5 kg/s, and discharges the nitrate with 0.2% moisture. The air enters at 405 K 
and leaves at 355 K; the humidity of the entering air being 0.007 kg moisture/kg dry air. 
The nitrate enters at 294 K and leaves at 339 K. 

Neglecting radiation losses, calculate the mass of dry air passing through the dryer and 
the humidity of the air leaving the dryer. Latent heat of water at 294 K = 2450 kJ/kg. 
Specific heat capacity of ammonium nitrate = 1.88 kJ/kg K. Specific heat capacity of dry 
air = 0.99 kJ/kg K. Specific heat capacity of water vapour = 2.01 kJ/kg K. 
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Solution 


The feed rate of wet nitrate is 1.5 kg/s containing 5.0% moisture or (1.5 x 5/100) = 
0.075 kg/s water. 


flow of dry solids = (1.5 — 0.075) = 1.425 kg/s 
If the product contains w kg/s water, then: 


w/(w + 1.425) = (0.2/100) or w = 0.00286 kg/s 
and: the water evaporated = (0.075 — 0.00286) = 0.07215 kg/s 


The problem now consists of an enthalpy balance around the unit, and for this purpose 
a datum temperature of 294 K will be chosen. It will be assumed that the flow of dry air 
into the unit is m kg/s. 


Considering the inlet streams: 


(i) Nitrate: this enters at the datum of 294 K and hence the enthalpy = 0. 
(ii) Air: G kg/s of dry air is associated with 0.007 kg moisture/kg dry air. 


enthalpy = [(G x 0.99) + (0.007G x 2.01)](405 — 294) = 111.5G kW 


and the total heat into the system = 111.5G kW. 


Considering the outlet streams: 


(i) Nitrate: 1.425 kg/s dry nitrate contains 0.00286 kg/s water and leaves the unit at 
339 K. 
enthalpy = [(1.425 x 1.88) + (0.00286 x 4.18)](339 — 294) = 120.7 kW 


(ii) Air: the air leaving contains 0.007 G kg/s water from the inlet air plus the water 
evaporated. It will be assumed that evaporation takes place at 294 K. 


Thus: 
enthalpy of dry air = G x 0.99(355 — 294) = 60.4G kW 
enthalpy of water from inlet air = 0.007G x 2.01(355 — 294) = 0.86G kW 
enthalpy in the evaporated water = 0.07215[2450 + 2.01(355 — 294)] = 185.6 kW 


and the total heat out of the system, neglecting losses = (306.3 + 61.3G) kW. 


Making a balance: 
111.5G = (306.3 + 61.3G) or G = 6.10 kg/s dry air 


Thus, including the moisture in the inlet air, moist air fed to the dryer is: 


6.10(1 + 0.007) = 6.15 kg/s 


322 CHEMICAL ENGINEERING VOLUME 1 SOLUTIONS 


Water entering with the air = (6.10 x 0.007) = 0.0427 kg/s. 
Water evaporated = 0.07215 kg/s. 

Water leaving with the air = (0.0427 + 0.07215) = 0.1149 kg/s 
Humidity of outlet air = (0.1149/6.10) = 0.0188 kg/kg dry air. 


PROBLEM 13.6 


Material is fed to a dryer at the rate of 0.3 kg/s and the moisture removed is 35% of 
the wet charge. The stock enters and leaves the dryer at 324 K. The air temperature falls 
from 341 K to 310 K, its humidity rising from 0.01 to 0.02 kg/kg. Calculate the heat loss 
to the surroundings. Latent heat of water at 324 K = 2430 kJ/kg. Specific heat capacity 
of dry air = 0.99 kJ/kg K. Specific heat capacity of water vapour = 2.01 kJ/kg K. 


Solution 


The wet feed is 0.3 kg/s and the water removed is 35%, or: (0.3 x 35/100) = 0.105 kg/s 


If the flowrate of dry air is G kg/s, the increase in humidity = (0.02 — 0.01) = 
0.01 kg/kg 


or: 0.01G = 0.105 and G = 10.5 kg/s 


This completes the mass balance, and the next step is to make an enthalpy balance along 
the lines of Problem 13.5. As the stock enters and leaves at 324 K, no heat is transferred 
from the air and the heat lost by the air must represent the heat used for evaporation plus 
the heat losses, say L kW. 


Thus heat lost by the inlet air and associated moisture is: 
[(10.5 x 0.99) + (0.01 x 10.5 x 2.01)](341 — 310) = 328.8 kW 


Heat leaving in the evaporated water = 0.105[2430 + 2.01(310 — 324)] = 252.2 kW. 
Making a balance: 


328.8 = (252.2 + L) or L = 76.6 kW 


PROBLEM 13.7 


A rotary dryer is fed with sand at the rate of 1 kg/s. The feed is 50% wet and the sand is 
discharged with 3% moisture. The entering air is at 380 K and has an absolute humidity 
of 0.007 kg/kg. The wet sand enters at 294 K and leaves at 309 K and the air leaves 
at 310 K. Calculate the mass flowrate of air passing through the dryer and the humidity 
of the air leaving the dryer. Allow for a radiation loss of 25 kJ/kg dry air. Latent heat 
of water at 294 K = 2450 kJ/kg. Specific heat capacity of sand = 0.88 kJ/kg K. Specific 
heat capacity of dry air = 0.99 kJ/kg k. Specific heat capacity of vapour = 2.01 kg K. 
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Solution 


The feed rate of wet sand is 1 kg/s and it contains 50% moisture or (1.0 x 50/100) = 
0.50 kg/s water. 


flow of dry sand = (1.0 — 0.5) = 0.50 kg/s 
If the dried sand contains w kg/s water, then: 


w/(w + 0.50) = (3.0/100) or w = 0.0155 kg/s 
and: the water evaporated = (0.50 — 0.0155) = 0.4845 kg/s. 


Assuming a flowrate of G kg/s dry air, then a heat balance may be made based on a 
datum temperature of 294 K. 


Inlet streams: 


(i) Sand: this enters at 294 K and hence the enthalpy = 0. 
(ii) Air: G kg/s of dry air is associated with 0.007 kg/kg moisture. 


enthalpy = [(G x 0.99) + (0.007G x 2.01)](380 — 294) = 86.4G kW 
and: the total heat into the system = 86.4G kW. 


Outlet streams: 
(i) Sand: 0.50 kg/s dry sand contains 0.0155 kg/s water and leaves the unit at 309 K. 
enthalpy = [(0.5 x 0.88) + (0.0155 x 4.18)](309 — 294) = 7.6 kw 


(ii) Air: the air leaving contains 0.07 G kg/s water from the inlet air plus the water 
evaporated. It will be assumed that evaporation takes place at 294 K. Thus: 

enthalpy of dry air = G x 0.99(310 — 294) = 15.8m kW 

enthalpy of water from inlet air = 0.007G x 2.01(310 — 294) = 0.23G kW 

enthalpy in the evaporated water = 0.4845[2430 + 2.01(310 — 294)] = 1192.9 kW, a 
total of (16.03G + 1192.9) kw 

(iii) Radiation losses = 25 kJ/kg dry air or 25G kW and the total heat out = (41.03G + 
1200.5) kW. 


Mass balance: 
86.4G = (41.03G + 1200.5) or G = 26.5 kg/s 


Thus the flow of dry air through the dryer = 26.5 kg/s 


and the flow of inlet air = (26.5 x 1.007) = 26.7 kg/s 


As in Problem 13.5, water leaving with the air is: (26.5 x 0.007) + 0.4845 = 0.67 kg/s 
and humidity of the outlet air = (0.67/26.5) = 0.025 kg/kg. 
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PROBLEM 13.8 


Water is to be cooled in a packed tower from 330 to 295 K by means of air flowing 
countercurrently. The liquid flows at the rate of 275 cm?/m/? s and the air at 0.7 m? /m? s. 
The entering air has a temperature of 295 K and a humidity of 20%. Calculate the required 
height of tower and the condition of the air leaving at the top. 

The whole of the resistance to heat and mass transfer can be considered as being within 
the gas phase and the product of the mass transfer coefficient and the transfer surface per 
unit volume of column (hpa) may be taken as 0.2 s~!. 


Solution 

Assuming, the latent heat of water at 273 K = 2495 kJ/kg 
specific heat capacity of dry air = 1.003 kJ/kg K 
specific heat capacity of water vapour = 2.006 kJ/kg K 


then the enthalpy of the inlet air stream is: 
Hg = 1.003(295 — 273) + Z (2495 + 2.006(295 — 273)) 
From Fig. 13.4, when 6 = 295 K, at 20% humidity, .% = 0.003 kg/kg, and: 
H gı = (1.003 x 22) + 0.003 (2495 + (2.006 x 22)) = 29.68 kJ/kg 


In the inlet air, the humidity is 0.003 kg/kg dry air or (0.003/18)/(1/29) = 
0.005 kmol/kmol dry air. 


Hence the flow of dry air = (1 — 0.005)0.70 = 0.697 m? /m? s. 
Density of air at 295 K = (29/22.4)(273/295) = 1.198 kg/m?. 
and hence the mass flow of dry air = (0.697 x 1.198) = 0.835 kg/m? s 


and the mass flow of water = 275 x 1076 m3/m*s or (275 x 1076 x 1000) = 
0.275 kg/m? s. 


The slope of the operating line, given by equation 13.37 is: 
LCŁ/G = (0.275 x 4.18/0.835) = 1.38 
The coordinates of the bottom of the operating line are: 
6x1 = 295 K and Hq = 29.7 kJ/kg 


Hence, on an enthalpy—temperature diagram (Fig. 13a), the operating line of slope 1.38 
is drawn through the point (29.7, 295). 


The top point of the operating line is given by 0,2 = 330 K, and from Fig. 13a, Hg = 
78.5 kJ/kg. 


From Figs 13.4 and 13.5 the curve representing the enthalpy of saturated air as a 
function of temperature is obtained and drawn in. This plot may also be obtained by 
calculation using equation 13.60. 


The integral: 
J E RA 
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Figure 13a. 


is now evaluated between the limits Hg; = 29.68 kJ/kg and Hg = 78.5 kJ/kg, 
as follows: 


Hg 0 Hy (H+ — Hg) 1/(H ¢ — HG) 


29.7 295 65 35.3 0.0283 
40 302 98 58 0.0173 
50 309 137 87 0.0115 
60 316 190 130 0.0077 
70 323 265 195 0.0051 
78.5 330 408 329.5 0.0030 


From a plot of 1/(H  — Hg) and Hg the area under the curve is 0.573. 
Thus: 


G2 
height of packing, z = I [dHG/(H ¢ —Hg)|G/hpap (equation 13.53) 
AG 


= (0.573 x 0.835)/(0.2 x 1.198) 
= 1.997, say 2.0 m 


In Fig. 13a, a plot of Hg and 6g is obtained using the construction given in 
Section 13.6.3. and shown in Fig. 13.16. From this plot, the value of 0g2 corresponding 
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to Hg = 78.5 kJ/kg is 300 K. From Fig. 13.5 the exit air therefore has a humidity of 
0.02 kg/kg which from Fig. 13.4 corresponds to a percentage humidity of 90%. 





PROBLEM 13.9 


Water is to be cooled in a small packed column from 330 to 285 K by means of air 
flowing countercurrently. The rate of flow of liquid is 1400 cm*/m?s and the flowrate 
of the air, which enters at 295 K with a humidity of 60% is 3.0 m?/m?°s. Calculate the 
required height of tower if the whole of the resistance to heat and mass transfer can be 
considered as being in the gas phase and the product of the mass transfer coefficient and 
the transfer surface per unit volume of column is 2 s~!. What is the condition of the air 
which leaves at the top? 


Solution 
As in Problem 13.8, assuming the relevant latent and specific heat capacities: 
Hg = 1.003(295 — 273) + (2495 + 2.006(295 — 273)) 
From Fig. 13.4, at 0 = 295 and 60% humidity, Æ = 0.010 kg/kg and hence: 
Hq = (1.003 x 22) + 0.010(2495 + 44.13) = 47.46 kJ/kg 


In the inlet air, water vapour = 0.010 kg/kg dry air or (0.010/18)/(1/29) = 
0.016 kmol/kmol dry air. 

Thus the flow of dry air = (1 — 0.016)3.0 = 2.952 m?/m7s. 

Density of air at 295 K = (29/22.4)(273/293) = 1.198 kg/m’. 

and mass flow of dry air = (1.198 x 2.952) = 3.537 kg/m’s. 

Liquid flow = 1.4 x 107? m? /m?s 

and mass flow of liquid = (1.4 x 1073 x 1000) = 1.4 kg/m’s. 


The slope of the operating line is thus: LC, /G = (1.40 x 4.18)/3.537 = 1.66 and the 
coordinates of the bottom of the line are: 


Or1 = 285 K, Ag = 47.46 kJ/kg 


From these data, the operating line may be drawn in as shown in Fig. 13b and the top 
point of the operating line is: 


r2 = 330 K, Ag = 122 kJ/kg 


Again as in Problem 13.8, the relation between enthalpy and temperature at the interface 
H ș vs. Oş is drawn in Fig. 13b. It is seen that the operating line cuts the saturation curve, 
which is clearly an impossible situation and, indeed, it is not possible to cool the water to 
285 K under these conditions. As discussed in Section 13.6.1, with mechanical draught 
towers, it is possible, at the best, to cool the water to within, say, 1 deg K of the wet 
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Figure 13b. 
bulb temperature. From Fig. 13.4, at 295 K and 60% humidity, the wet-bulb temperature 


of the inlet air is 290 K and at the best water might be cooled to 291 K. In the present 
case, therefore, 291 K will be chosen as the water outlet temperature. 


Thus an operating line of slope: LC, /G = 1.66 and bottom coordinates: 6;; = 291 K 
and Hg = 47.5 kJ/kg is drawn as shown in Fig. 13c. At the top of the operating line: 


619 = 330 K and Hg = 112.5 kJ/kg 


As an alternative to the method used in Problem 13.8, the approximate method of Carey 
and Williamson (equation 13.54) is adopted. 


At the bottom of the column: 
Hg = 47.5 kJ/kg, H fı = 52.0 kJ/kg ~. AH, = 4.5 kJ/kg 

At the top of the column: 

Hc = 112.5 kJ/kg, H f2 = 382 kJ/kg .. AH2 = 269.5 kJ/kg 
At the mean water temperature of 0.5(330 + 291) = 310.5 K: 

H Gm = 82.0 kJ/kg, H fm = 152.5 kJ/kg ~. AH m = 70.5 kJ/kg 

AH »,/AH, = 15.70 and AH m/AH3 = 0.262 
and from Fig. 13.17: f = 0.35 (extending the scales) 
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Figure 13c. 
Thus: 
HG2 
height of packing, z = f [dHG/(H f —Hg)|G/hpap (equation 13.53) 
AG 


= (0.35 x 3.537)/(2.0 x 1.198) = 0.52 m 





Due to the close proximity of the operating line to the line of saturation, the gas will be 
saturated on leaving the column and will therefore be at 100% humidity. From Fig. 13c 
the exit gas will be at 306 K. 


PROBLEM 13.10 


Air containing 0.005 kg water vapour/kg dry air is heated to 325 K in a dryer and passed 
to the lower shelves. It leaves these shelves at 60% humidity and is reheated to 325 K 
and passed over another set of shelves, again leaving with 60% humidity. This is again 
reheated for the third and fourth sets of shelves after which the air leaves the dryer. On 
the assumption that the material in each shelf has reached the wet bulb temperature and 
that heat losses from the dryer can be neglected, determine: 


(a) the temperature of the material on each tray, 
(b) the rate of water removal if 5 m*/s of moist air leaves the dryer, 
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(c) the temperature to which the inlet air would have to be raised to carry out the 
drying in a single stage. 


Solution 


See Volume 1, Example 13.4 


PROBLEM 13.11 


0.08 m?/s of air at 305 K and 60% humidity is to be cooled to 275 K. Calculate, using 
a psychrometric chart, the amount of heat to be removed for each 10 deg K interval of 
the cooling process. What total mass of moisture will be deposited? What is the humid 
heat of the air at the beginning and end of the process? 


Solution 


At 305 K and 60% humidity, from Fig. 13.4, the wet-bulb temperature is 299 K and 
6 = 0.018 kg/kg. Thus, as the air is cooled, the per cent humidity will increase until 
saturation occurs at 299 K and the problem is then one of cooling saturated vapour from 
299 K to 275 K. 

Considering the cooling in 10 deg K increments, the following data are obtained from 
Fig. 13.4: 


6(K) Oy, (K) % Humidity H Humid heat (kJ/kg K) Latent heat (kJ/kg) 


305 299 60 0.018 1.032 2422 
299 299 100 0.018 1.032 2435 
295 295 100 0.017 1.026 2445 
285 285 100 0.009 1.014 2468 
275 275 100 0.0045 1.001 2491 
At 305 K: the specific volume of dry air = 0.861 m?/kg 


the saturated volume = 0.908 m?/kg 
and hence the specific volume at 60% humidity = [0.861 + (0.908 — 0.861)60/100] 
= 0.889 m? /kg 
Thus: mass flow of moist air = (0.08/0.889) = 0.090 kg/s 
Thus the flowrate of dry air = 0.090/(1 + 0.018) = 0.0884 kg/s. 
From Fig. 13.4, specific heat of dry air (at Z = 0) = 0.995 kJ/kg K. 
enthalpy of moist air = (0.0884 x 0.995)(299 — 273) + (0.018 x 0.0884) 
x [4.18(299 — 273) + 2435] + 0.090 x 1.032(305 — 299) = 6.89 kW 
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At 295 K: Enthalpy of moist air = (0.0884 x 0.995)(295 — 273) + (0.017 x 0.0884) 
x [4.18(295 — 273) + 2445] = 5.75 kW 


At 285 K: Enthalpy of moist air = (0.0884 x 0.995)(285 — 273) + (0.009 x 0.0884) 
x [4.18(285 — 273) + 2468] = 3.06 kW 


At 275 K: Enthalpy of moist air = (0.0884 x 0.995)(275 — 273) + (0.0045 x 0.0884) 
x [4.18(275 — 273) + 2491] = 1.17 kW 


and hence in cooling from 305 to 295 K, heat to be removed = (6.89 — 5.75) = 1.14 kW 
in cooling from 295 to 285 K, heat to be removed = (5.75 — 3.06) = 2.69 kW 
in cooling from 285 to 275 K, heat to be removed = (3.06 — 1.17) = 1.89 kW 

The mass of water condensed = 0.0884(0.018 — 0.0045) = 0.0012 kg/s. 


The humid heats at the beginning and end of the process are: 
1.082 and 1.001 kJ/kg K respectively. 


PROBLEM 13.12 


A hydrogen stream at 300 K and atmospheric pressure has a dew point of 275 K. It is 
to be further humidified by adding to it (through a nozzle) saturated steam at 240 kN/m? 
at the rate of 1 kg steam: 30 kg of hydrogen feed. What will be the temperature and 
humidity of the resultant stream? 


Solution 
At 275 K, the vapour pressure of water = 0.72 kN/m? (from Tables) and the hydrogen is 
saturated. 


The mass of water vapour: P,,oM,,/RT = (0.72 x 18)/(8.314 x 275) = 0.00567kg/m? 
and the mass of hydrogen: (P — Pyo)M4/RT = (101.3 — 0.72)2/(8.314 x 275) = 
0.0880 kg/m? 


Therefore the humidity at saturation, #H% = (0.00567/0.0880) = 0.0644 kg/kg dry 
hydrogen and at 300 K, the humidity will be the same, .H%, = 0.0644 kg/kg. 


At 240 kN/m? pressure, steam is saturated at 400 K at which temperature the latent 
heat is 2185 kJ/kg. 


The enthalpy of the steam is therefore: 
Hy = 4.18(400 — 273) + 2185 = 2715.9 kJ/kg 


Taking the mean specific heat capacity of hydrogen as 14.6 kJ/kg K, the enthalpy in 
30 kg moist hydrogen or 30/(1 + 0.0644) = 28.18 kg dry hydrogen is: 


(28.18 x 14.6)(300 — 273) = 11,110 kJ 
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The latent heat of water at 275 K is 2490 kJ/kg and, taking the specific heat of water 
vapour as 2.01 kJ/kg K, the enthalpy of the water vapour is: 


(28.18 x 0.0644)(4.18(275 — 273) + 2490 + 2.01(300 — 275)) = 4625 kJ 
Hence the total enthalpy: A, = 15,730 kJ 


In mixing the two streams, 28.18 kg dry hydrogen plus (30 — 28.18) = 1.82 kg water 
is mixed with 1 kg steam and hence the final humidity: 


HH = (1 + 1.82)/28.18 = 0.100 kg/kg 


In the final mixture, 0.1 kg water vapour is associated with 1 kg dry hydrogen or 
(0.1/18) = 0.0056 kmol water is associated with (1/2) = 0.5 kmol hydrogen, a total of 
0.5056 kmol. 


partial pressure of water vapour = (0.0056/0.5056)101.3 = 1.11 kN/m? 


Water has a vapour pressure of 1.11 kN/m? at 281 K at which the latent heat is 
2477 kJ/kg. Thus if T K is the temperature of the mixture, then: 


(2716 + 15730) = (28.18 x 14.6)(T — 273) + 2.82[4.18(281 — 273) 
+ 2447 + 2.01(T — 281)] 
and T = 300.5 K 


It may be noted that this relatively low increase in temperature occurs because the latent 
heat in the steam is not recovered, as would be the case in, say, a shell and tube unit. 


PROBLEM 13.13 


In a countercurrent packed column, n-butanol flows down at the rate of 0.25 kg/m? s and 
is cooled from 330 to 295 K. Air at 290 K, initially free of n-butanol vapour, is passed 
up the column at the rate of 0.7 m/m? s. Calculate the required height of tower and the 
condition of the exit air. Data: Mass transfer coefficient per unit volume, hpa = 0.1 sTt, 
Psychrometric ratio, (h/hppas) = 2.34. Heat transfer coefficients, h, = 3hg. Latent heat 
of vaporisation of n-butanol, 4 = 590 kJ/kg. Specific heat capacity of liquid n-butanol, 
Cy, = 2.5 kJ/kg K. Humid heat of gas: s = 1.05 kJ/kg K. 


Temperature (K) Vapour pressure of n-butanol (kN/m?) 
295 0.59 
300 0.86 
305 1.27 
310 1.75 
315 2.48 
320 3.32 


325 4.49 
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Temperature (K) Vapour pressure of n-butanol (kN/m?) 
330 5.99 
335 7.89 
340 10.36 
345 14.97 
350 17.50 


Solution 


See Volume 1, Example 13.10 


PROBLEM 13.14 


Estimate the height and base diameter of a natural draught hyperbolic cooling tower which 
will handle 5000 kg/s water entering at 300 K and leaving at 294 K. The dry-bulb air 
temperature is 287 K and the ambient wet-bulb temperature is 284 K. 


Solution 


See Volume 1, Example 13.8 


